Receiving Report 


Date: CAT e Batch No: gg 0! 
Supplier: ЫЎ, Dart P/O: WAS ) 


Packing Slip: Yes / No _ Release Note Attached: Yes 
Invoice: Yes | / No Waybill Attached: Yes 
Receipt: Cash |^ Cr ^7. Shipment Complete: Yes 
New Supplier Yes Мо ^" ОС18 Inspection 


Work Order . 
Discrepancies 


Quantity | Quantity Quantity | 
Part Number Description Rec'd Short | inspected Í. 


` Initials of Receiver  QC12 


Production/Admin: 
Date 
Received/Costing 
Initial 


Location 


H:\FORMS\Purchasing\approved purchRECREPORT Rev F 


] ж) RT Dart Aerospace Ltd. 
A 1270 Aberdeen Street 


AEROSPACE 


° + Tel: 613 632 9577 
Fax: 613 632 1053 


Hawkesbury, ON K6A 1K7 


< PURCHASE ORDER 


Purchase Order ID PO31953 


Purchase Order Date 4/6/2016 
PO Print Date 4/6/2016 


Page Number 1 of 9 


Order From: VU-KLXOI Ship То: DART AEROSPACE LTD 
KLX INC. 1270 ABERDEEN 
88289 EXPEDITE WAY HAWKESBURY, ON K6A ІК? 
CHICAGO, IL 33172 CANADA ga 
USA 
Contact Name Buyer Chantal Lavoie 
Vendor Phone 305-925-2600 Customer POID 206 
Customer Tax # 10127-2607 APR 0 51 
Ship To Contact Terms Net 30 
Ship To Phone Currency USD 
Ship Via: FedEx Economy collect FOB Destination-Collect 
Ship Acct: 
Line Reference Description/ Req Date/ CD Req Qty/ PO Unit Price Extended 
Nbr vendor Part Number Mfg ID Taxable Unit of Price 
Measure 


Line Comments 
Delivery Comments 


I 1-206062-4 CONNECTOR 
BACKSHELL 
2 206485-І CONNECTOR, PLUG 
(J1000) 
.3 | AN3C3A Bolt 


(350 


Note: 


4/6/2016 


Promise Date 


4/11/2016 8.00 $3.70 $29.60 
Yes Each 
4/11/2016 
Line Total: $29.60 
4/11/2016 6.00 $5.47 $32.82 
Yes Each 
4/11/2016 
Line Total: $32.82 
4/11/2016 100.00 $0.20 $20.00 
Yes Each 
4/11/2016 


- - = = ` -- "PURCHASE ORDER 


Purchase Order ID PO31953 


` AR ic ` - -- Dart Aerospace Ltd: ` 
ү DART 1270 Aberdeen Street 
, AEROSPACE Hawkesbury, ON K6A 1K7 
i Tel: 613 632 9577 


Fax: 613 632 1053 


Purchase Order Date 4/6/2016 
PO Print Date 4/6/2016 


Page Number 2 of 9 


Order From: VU-KLXO0I Ship To : DART AEROSPACE LTD 
KLX INC. 1270 ABERDEEN 
88289 EXPEDITE WAY HAWKESBURY, ON K6A ІК? 
CHICAGO, IL 33172 CANADA 
USA 
Contact Name Buyer Chantal Lavoie 
Vendor Phone 305-925-2600 Customer POID 
Customer Tax # 10127-2607 
Ship To Contact Terms Net 30 
Ship To Phone Currency USD 
Ship Via: FedEx Economy collect FOB Destination-Collect 
Ship Acct: 
Line Total: $20.00 
4 AN3C43A Bolt 4/11/2016 FN 12.00 L $3.83 $45.96 
að М Yes Each 
(nor 4/11/2016 
Line Total: $45.96 
5 AN3C4A Bolt 4/11/2016 FN 300.00 , $0.17 $51.00 
Yes Each 
(0 4/11/2016 
Line Total: $51.00 
6 AN4-16A Bolt 4/11/2016 FN 100.00 $0.20 $20.00 
Yes Each 
014^ oU? 4/11/2016 
^| 
J Line Total: $20.00 


Note: 


4/6/2016 


Dart Aerospace Ltd. T т PURCHASE ORDER 


“DA RT 1270 Aberdeen Street 
' Purchase Order ID PO31953 


AEROSPACE Hawkesbury, ON K6A 1K7 


! Tel: 613 632 9577 
Fax: 613 632 1053 


Purchase Order Date 4/6/2016 
PO Print Date 4/6/2016 


Page Number 3 of 9 


Order From : VU-KLXOI Ship To : DART AEROSPACE LTD 
KLX INC. 1270 ABERDEEN 
88289 EXPEDITE WAY HAWKESBURY, ON K6A 1K7 
CHICAGO, IL 33172 CANADA 
USA 
Contact Name Buyer Chantal Lavoie 
Vendor Phone 305-925-2600 Customer POID 

Customer Tax # 10127-2607 
Ship To Contact Terms Net 30 
Ship To Phone Currency USD 
Ship Via: FedEx Economy collect FOB Destingtion-Collect 
Ship Acct: 
7 AN4-45A BOLT 4/11/2016 ` 30.00 $0.71 $21.30 
Yes Each 


4/11/2016 


go 


Line Total: $21.30 


8 АМ5-36А Bolt 4/11/2016 FN 40.00 $0.87 $34.80 
Yes Each 
4/11/2016 


p 


Line Total: $34.80 
9 AN6-12A Bolt 4/11/2016 FN 80.00 $0.33 $26.40 


Yes Each 


КА 
4/11/2016 


А. 
04%” о? 


Line Total: $26.40 


$1.00 $24.00 


10 AN640A 4 3/8-24 BOLT X 3"LONG 4/11/2016 FN 24.00 
Qo? No Each 
Ue 4/11/2016 


Note: 


4/6/2016 


“DART 


AEROSPACE 


Dart Aerospace Ltd: ` 

1270 Aberdeen Street 
Hawkesbury, ON K6A 1K7 
Tel: 613 632 9577 

Fax: 613 632 1053 


PURCHASE ORDER 
Purchase Order ID PO31953 


Purchase Order Date 4/6/2016 
PO Print Date 4/6/2016 


Page Number 4 of 9 


Order From: VU-KLX01 Ship To : DART AEROSPACE LTD 
KLX INC. 1270 ABERDEEN 
88289 EXPEDITE WAY HAWKESBURY, ON K6A 1K7 
CHICAGO, IL 33172 CANADA 
USA 
Contact Name Buyer Chantal Lavoie 
Vendor Phone 305-925-2600 Customer POID 
Customer Tax # 10127-2607 
Ship To Contact Terms Net 30 
Ship To Phone Currency USD 
Ship Via: FedEx Economy collect FOB Destination-Collect 
Ship Acct: 
Line Total: $24.00 
11 АМ815- T Union-M-Flare 4/11/2016 10.00 $2.52 $25.20 
Yes Each 
A k 04% 4/11/2016 
Line Total: $25.20 
12 AN833-6D Elbow, Bulkhead-M-Flare 4/11/2016 6.00 $7.41 $44.46 
Yes Each ` 
ag 4/11/2016 
Line Total: $44.46 
13 FE-832-EF PEM Insert 4/11/2016 50.00 $0.66 $33.00 
Yes Each 
4/11/2016 
Line Total: $33.00 
Note: 


4/6/2016 


Dart Aerospace Ltd: ` ` SS SSS D NT “PURCHASE ORDER 


“DA RT /' 1270 Aberdeen Street 
Purchase Order ID PO31953 


AEROSPACE Hawkesbury, ON K6A 1K7 


* Tel: 613 632 9577 


Fax: 613 632 1053 Purchase Order Date 4/6/2016 


PO Print Date 4/6/2016 


Page Number 5 of 9 


Order From : VU-KLXO1 Ship To: DART AEROSPACE LTD 
KLX INC. 1270 ABERDEEN 
88289 EXPEDITE WAY HAWKESBURY, ON K6A ІК? 
CHICAGO, IL 33172 CANADA 
USA 
Contact Name Buyer Chantal Lavoie | 
Vendor Phone 305-925-2600 Customer POID 
Customer Tax # 10127-2607 
Ship To Contact Terms Net 30 
Currency 


Ship To Phone 


Ship Via: FedEx Economy collect FOB Destinatio -Collect 
Ship Acct: | 
14 MS21042LA Locknut 4/11/2016 FN 500.00 $0.16 $80.00 | 
| 


Yes Each 


р?” | 4/11/2016 | 


$80.00 


p Line Total: E 
15  MS21042L5 Nut 4/11/2016 FN 100.00 $0.32 $32.00 


S n it ЭРА T? 
Xy 


Line Total: $32.00 
16 MS17984-C310 Quick Release Pin 4/11/2016 FN 2.00 $9.73 $19.46 
” Y Each 
< es 
sp 5 4/11/2016 
| 
| 
Line Total: $19.46 | 
| 
| 
Ми 4/11/2016 FN 100.00 $0.49 $49.00 


17 MS21042L6 


Yes Each 


P ГЕ 
Se 


4% 4/11/2016 


Note: 


4/6/2016 


- ` ` ^ PURCHASE ORDER 


| Мм. -| ыы : Dart-Aerospace Ltd. ` 
ОА РТ 1270 Aberdeen Street 
AEROSPACE Hawkesbury, ON K6A 1К7 Purchase Order ID PO31953 


Tel: 613 632 9577 


Fax: 613 632 1053 Purchase Order Date 4/6/2016 


PO Print Date 4/6/2016 


Page Number 6 of 9 


Order From : VU-KLX01 Ship To : DART AEROSPACE LTD 
KLX INC. 1270 ABERDEEN 
88289 EXPEDITE WAY HAWKESBURY, ON K6A 1K7 
CHICAGO, IL 33172 CANADA 
USA | 
Contact Name Buyer Chantal Lavoie 
Vendor Phone 305-925-2600 Customer POID 
Customer Tax # 10127-2607 
Ship To Contact Terms Net 30 
Ship To Phone Currency USD 
Ship Via: FedEx Economy collect FOB Destination-Collect 
Ship Acct: 
| 
Line Total: $49.00 | 
18 М5210591.3 Nut Plate 4/11/2016 FN 50.00 $0.33 $16.50 | 
Yes Each 
4/11/2016 
sf 
Line Total: $16.50 
19  MS21069L3 ANCHOR NUT 4/11/2016 FN 100.00 ., $0.25 $25.00 
> Yes Each 
с |297 4/11/2016 
J 
Line Total: $25.00 
20 М521083С8 Nut 4/11/2016 FN 20.00 $1.28 $25.60 
Yes Each 
; 19 4/11/2016 
er Jt lf h> 
Line Total: $25.60 


Note: 


4/6/2016 


o Dart Aerospace Ltd: 
ART 1270 Aberdeen Street 
+ AEROSPACE Hawkesbury, ON K6A 1K7 
Tel: 613 632 9577 

Fax: 613 632 1053 


PURCHASE ORDER 


Purchase Order ID PO31953 


Purchase Order Date 4/6/2016 
PO Print Date 4/6/2016 


Page Number 7 of 9 


Order From: VU-KLX01 Ship To: DART AEROSPACE LTD 
KLX INC. 1270 ABERDEEN 
88289 EXPEDITE WAY HAWKESBURY, ON K6A ІК? 
CHICAGO, IL 33172 CANADA 
USA 
Contact Name Buyer Chantal Lavoie 
Vendor Phone 305-925-2600 Customer POID 
Customer Tax # 10127-2607 
Terms Net 30 


Ship To Contact 


Ship To Phone Currency USD 
Ship Via: FedEx Economy collect FOB Destination-Collect 
Ship Acct: 
21 NAS1330C3KB116 Rivnut 4/11/2016 FN 30.00 $1.07 $32.10 
. Yes Each 
( 4/11/2016 
Line Total: $32.10 
22 NAS1611-010 O-RING 4/11/2016 100.00 $0.29 $29.00 
Yes Each 
4/11/2016 
Line Total: $29.00 
іо 
23  ANS18-10J nut 24/11/2016 5.00 $4.32 $21.60 
Yes Each 
555 | 4/11/2016 
Line Total: $21.60 
24 АМ818-16) Nut 4/11/2016 16.00 $12.60 $201.60 
Yes Each 
4/11/2016 


2 


Note: 


4/6/2016 


`o T Dart Aerospace Ltd. PURCHASE ORDER 
A R 1270 Aberdeen Street | 
Purchase Order ID PO31953 


,AEROSPACE Hawkesbury, ON K6A 1K7 


ES Tel: 613 632 9577 
Fax: 613 632 1053 


Purchase Order Date 4/6/2016 
PO Print Date 4/6/2016 


Page Number 8 of 9 


Order From: VU-KLX01I Ship To : DART AEROSPACE LTD 
KLX INC. 1270 ABERDEEN 
88289 EXPEDITE WAY HAWKESBURY, ON K6A ІК? | 
CHICAGO, IL 33172 CANADA | 
USA 


Contact Name Buyer Chantal Lavoie 
Vendor Phone 305-925-2600 Customer POID 
Customer Tax # 10127-2607 
Ship To Contact Terms Net 30 
Ship To Phone Currency USD 
Ship Via: FedEx Economy collect FOB Destination-Collect 
Ship Acct: 
Line Total: $201.60 
25  MS20819-10J Á sleeve 4/11/2016 16.00 ` $1.90 $30.40 
92 Yes Each 
eos 4/11/2016 
Line Total: $30.40 
26 71401-45 PROCUREMENT 4/11/2016 1.00 / $0.00 $0.00 


QUALITY CLAUSES 
No 


Procurement Quality Clauses 4/11/2016 ult yl 
A005 RIGHT OF ENTRY 2 @ 
A012 CHEMICAL AND PHYSICAL TEST REPORTS / ^ 
A016 PERSONNEL QUALIFICATION И 
A026 CERTIFICATION OF MATERIAL CONFORMANCE 

A032 PUBLIC LAW 101-592 FASTENER QUALITY ACT 

A033 STATEMENT OF CONFORMITY/TEST RECORDS 

FOR NAS, AN and MS FASTENERS 

A040 NOTIFICATION OF QUALITY ESCAPE 

A041 QUALITY MANAGEMENT SYSTEM 

A043 RETENTION OF QUALITY DOCUMENT 


Line Total: $0.00 


Note: 


4/6/2016 


PURCHASE ORDER 


x | 
| DART 1270 Aberdeen Sect 


AEROSPACE Hawkesbury, ON K6A 1K7 Purchase Order ID PO31953 
"us Tel: 613 632 9577 


Fax: 613 632 1053 Purchase Order Date 4/6/2016 


PO Print Date 4/6/2016 


Page Number 9 of 9 


Order From: VU-KLX01 Ship To: DART AEROSPACE LTD 
KLX INC. 1270 ABERDEEN 
88289 EXPEDITE WAY HAWKESBURY, ОМ K6A ІК? 
CHICAGO, IL 33172 CANADA 
USA 
Contact Name Buyer Chantal Lavoie 
Vendor Phone 305-925-2600 Customer POID 
Customer Tax # 10127-2607 
Terms Net 30 


Ship To Contact 
Ship To Phone 
Ship Via: FedEx Economy collect FOB Destination-Collect 


Ship Acct: 


Currency USD 


PO Total: $970.80 


d- 


Note: Terms & Condition of Purchasing(Suppliers) and Procurement Quality Clauses are an integral part of our AS9100 
requirements. To learn in detail, please visit www.dartaerospace.com for further explanation. 


Change Nbr: 1 Change Date: — 4/6/2016 


a Қ о 


www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. - JPMorgan Chase Bank New York 
ABA: 021000021 * Account: 304639273 “ SWIFT: CHASUS33 * CHIP UID: 0002 


Sales Quote ONBVYK 


TO: 002409 FROM: LUCIE PILON 
ATTN: CHANTAL LAVOIE KLX INC 
DART AEROSPACE LTD P.O. BOX 025263 
1270 ABERDEEN ST MIAMI, FL 33102-5263 
HAWKESBURY, ON TEL: +1.514.693.2323 
CANADA K6A 1K7 FAX: +1.800.631.3206 
EMAIL: Lucie.Pilon@KLX.com 
QUOTE DATE: 04/06/16 REF# : RFQ 
EXPIRES : 05/06/16 PHONE: 613-632-9577 
CURRENCY : USD PAX : 613-632-1053 
ITM QTY PART NUMBER PRICE UM EXT PRICE DELIVERY INFO 
001 5  AN818-10J 4.3200 EA $ 21.60 stock 


COMMENT: stock in Miami (mfg. cofc) 
MANUFACTURER: 0250 INLAND MACHINE 


002 16 AN818-16J 12.6000 EA $ 201.60 stock 


COMMENT: stock in Miami (mfg. cofc) 
MANUFACTURER: 0175 DESIGNED METAL DBA PERMASWAGE 


003 16 М520819-100 1.9000 EA $ 30.40 stock 


COMMENT: stock in Miami (mfg. cofc) 
MANUFACTURER: 0250 INLAND MACHINE 


COMMENTS: Thank you, 
Lucie 


***A $100.00 ORDER MINIMUM IS REQUIRED FOR ALL CREDIT CARD ORDERS*** 


***ALL ORDERS SUBJECT TO 100% RESTOCKING CHARGE*** 
***QUOTES VALID FOR 30 DAYS*** 
***ALL STOCK SUBJECT TO PRIOR SALE*** 
***THIS QUOTE IS SUBJECT TO KLX Inc's TERMS AND 


CONDITIONS OF SALE WHICH MAY BE VIEWED AT: 


http://klxaerospace.com/conditions-sale/ wae 


Page 1/1 
Form 63 Rev 1.0 


——— RR 


© KLX 
m nu СООО 


INVOICE NUMBER 
Wire Instructions: KLX Inc. • JPMorgan Chase Bank New York 


JA4F6NK 
ABA: 021000021 + Account: 304639273 • SWIFT: CHASUS33 * CHIP UID: 0002 


SEND TO ACCOUNTING PAGE 10F8 


5002909 SHIP TO: lilii 


DART AEROSPACE LTD DART AEROSPACE LTD 
1270 ABERDEEN ST 1270 ABERDEEN ST 
HAWKESBURY, ON HAWKESBURY, ON 
CANADA K6A 1K7 CANADA K6A 1К7 


ORDER NO. DATE SHIP VIA TERMS 
ORDERED 
8 |1-206062-4 3.700| EA 
CABLE CLAMP 
ECCN :EAR99 
Country Origin: USA 
TARIFF: 7326.90.8588 
MFR: TYCO ELECTRONICS GREENS 
CTRL# : 2013J02432 
LOT# : 13225 
LOT QTY: 8 
3 100 | AN3C3A 
BOLT 
ECCN :EAR99 
Country Origin: USA 
TARIFF: 7318.15.8085 
MFR: MAC FASTENERS 
CTRL# : 2015602764 
LOT# : 71507 
LOT QTY: 100 
**REF: AN3C3A 
**CUST PN: AN3C3A 
4 12|AN3C43A 
BOLT 
ECCN :EAR99 
Country Origin: USA 
TARIFF: 7318.15.8085 
MFR: CALIFORNIA SCREW PRODUCTS 
CTRL# : 2013608279 
LOT# : 325382 
LOT QTY: 12 
**REF: AN3C43A 
**CUST PN: AN3C43A 


Tel: +1.305.925.2600 * Fax: *1.305.507.7191 * www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 


a coss] 


SHIPPING TERMS 
FOB-MIAMI 


AMOUNT 


29.60 


10) 


19.66 


45.96 


* * *CONTINUED*** 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 


ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
http://www.KLXaerospace.com/conditions-sale/ 


Form 22 Rev 1.0 


SEND 


"EKLX 


Tel: +1.305.925.2600 • Fax: +1.305.507.7191 * www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. • JPMorgan Chase Bank New York 
ABA: 021000021 * Account: 304639273 * SWIFT: CHASUS33 * CHIP UID: 0002 


TO ACCOUNTING 


SOLR 79% 9 


DART 
1270 


AEROSPACE LTD 
ABERDEEN ST 


HAWKESBURY, ON 
CANADA K6A 1K7 


[ ORDER No. 


PO31953 


ITEM QUANTITY 
NO. ORDERED 
5 


DATE SHIP VIA 


04/07/16 |FEDX INTL ECON COLL 


PART NUMBER AND DESCRIPTION 


300 | AN3C4A 

BOLT 

ECCN :EAR99 

Country Origin: USA 
TARIFF: 7318.15.8085 
MFR: MAC FASTENERS 
CTRL# : 2015F02610 
LOT# : 72256 

LOT QTY: 300 

**REF: AN3C4A 
**CUST PN: AN3C4A 
100 | AN4-16A 

BOLT 

ECCN :EAR99 

Country Origin: USA 
TARIFF: 7318.15.8085 
MFR: MAC FASTENERS 
CTRL# : 2015107303 
LOT# : 80774 

LOT QTY: 100 

30 | AN4-45A 

BOLT 

ECCN :EAR99 

Country Origin: USA 
TARIFF: 7318.15.8085 
MFR: AIRFASCO INDUSTRIES 
CTRLH : 2012F18866 
LOT# : 12976 

LOT ОТҮ: 30 

40 |AN5-36A 

BOLT 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


0.170 EA 

0.200 EA 0 
0.710 EA 0 
0.870| BA 0 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 
ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 


http://www.KLXaerospace.com/conditions-sale/ 


ORIGINAL INVOICE 


ШІШІШІ 


JAF6NK 


PAGE 20F8 


SHIP TO: | lili 


300 


***CO 


TERMS SHIPPING TERMS 
NET 30 FOB-MIAMI 
0 


AMOUNT 


51.00 


20.00 


21.30 


34.80 


TINUED*** — 


Form 22 Rev 1.0 


зм шт 0 


кен MEME. KEX- 


Tel: +1.305.925.2600 • Fax: +1.305.507.7191 * www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. * JPMorgan Chase Bank New York 
АВА: 021000021 * Account: 304639273 • SWIFT: CHASUS33 * CHIP UID: 0002 


SEND TO ACCOUNTING 


SOW 320 9 
DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


ORDER NO. 
PO31953 
ITEM QUANTITY 
NO. ORDERED 
9 
10 
12 


80 


24 


PART NUMBER AND DESCRIPTION mee - UNIT |] BACK ORDER SHIPPED 


ECCN :EAR99 
Country Origin: USA 


TARIFF: 7318.15.8085 
MFR: AIRFASCO INDUSTRIES 
CTRL# 2013D06327 
LOT# 12282 
LOT QTY: 40 
AN6-12A 
BOLT 


ECCN :EAR99 
Country Origin: USA 


TARIFF: 7318.15.8085 
MFR: MAC FASTENERS 
CTRL# 2013709713 
LOTH 68644 

LOT QTY: 80 
AN6-40A 

BOLT 

ECCN :9A991 


Country Origin: USA 


TARIFF: 7318.15.8085 
MFR: MAC FASTENERS 
CTRL# 2014329133 
LOT# 68701 

LOT QTY: 24 
AN833-6D 

ELBOW, FLARED 

ECCN :9A991 


Country Origin: USA 
TARIFF: 7609.00.0000 
MFR: DESIGNED METAL DBA PERMAS 


SHIP TO: 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


DATE SHIP VIA TERMS SHIPPING TERMS 
04/07/16 |FEDX INTL ECON COLL NET 30 FOB-MIAMI ` 


0.330 


1.000 EA 


7.410 


BA 


EA 


РАСЕ З ОЕ 8 


ШІ 


AMOUNT 
0 80 26.40 
0 24 24.00 
0 6 44.46 


* * *CONTINUED* * * 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 
ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 


http://www.KLXaerospace.com/conditions-sale 


Form 22 Rev 1.0 


—————— Н 


K 


Tel: +1.305.925.2600 * Fax: +1.305.507.7191 * www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. • JPMorgan Chase Bank New York 
ABA: 021000021 * Account: 304639273 * SWIFT: CHASUS33 * CHIP UID: 0002 


SEND TO ACCOUNTING 


50505909 
DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


ORDER NO. 


PO31953 


QUANTITY 
ORDERED 


ITEM 
NO. 


CTRL# 
LOT# 
LOT QTY: 


2015F22491 
386561 
6 


| 


PAGE 4OF8 


ШШШ 


SHIP TO: 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


DATE SHIP VIA TERMS SHIPPING TERMS 
04/07/16 |FEDX INTL ECON COLL NET 30 FOB-MIAMI 


PART NUMBER AND DESCRIPTION 


14 500 |MS21042L4 


0.160 EA 


80.00 


NUT, SELF-LOCKING 
ECCN :EAR99 
Country Origin: USA 
TARIFF: 7318.16.0085 
MFR: MACLEAN-ESNA 
CTRL# 2014K02230 
LOT# 45881-000 
LOT QTY: 500 
**REF: М52104214 
**CUST PN: MS21042L4 
100 |MS21042L5 
LOCKNUT 
ECCN :EAR99 
Country Origin: MEXICO 
TARIFF: 7318.16.0085 
MFR: ALCOA FASTENING/REPUBLIG 
CTRL#¥ 2014123725 
LOTH 45622 
LOT QTY: 100 
**REF: MS21042L5 
**CUST PN: MS21042L5 
2 | М517984С310 
QUICK RELEASE PIN 
ECCN :EARS99 
Country Origin: USA 
TARIFF: 7318.24.0000 
MFR: AVIBANK MFG. 


0.320 EA 32.00 


9.730| EA 19.46 


***CONTINUED*** 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 


ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
http://www.KLXaerospace.com/conditions-sale/ 


Form 22 Rev 1.0 


———— {("Ҥ 


1409,4 


Tel: +1.305.925.2600 * Fax: +1.305.507.7191 * www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. • JPMorgan Chase Bank New York 
ABA: 021000021 + Account: 304639273 * SWIFT: CHASUS33 * CHIP UID: 0002 
SEND TO ACCOUNTING 


SoD 3209 
DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


SHIP TO: 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


SHIP VIA 
FEDX INTL ECON COLL 


ORDER NO. DATE 


PO31953 


ITEM QUANTITY 
NO. ORDERED 


04/07/16 
PART NUMBER AND DESCRIPTION 


UNIT |BACK ORDER 


CTRL 2016A07095 
LOT# 1563187 

LOT QTY: 2 

17 100 |MS21042L6 

LOCKNUT 

ECCN :EAR99 

Country Origin: USA 
TARIFF: 7318.16.0085 
MFR: MACLEAN-ESNA 
CTRL# 2016B11907 
LOT# 47578-000 
LOT QTY: 100 

**REF: MS21042L6 
**CUST PN: MS21042L6 
18 50 | М52105913 

LOCKNUT, PLATE - TWO LUG 
ECCN :9A991.d 

Country Origin: ITALY 
TARIFF: 7318.16.0030 
MFR: PAOLO ASTORI 
CTRL# 2016C06304 
LOT# 69710 

LOT QTY: 50 

19 100 |MS21069L3 

LOCKNUT, PLATE - TWO LUG 
ECCN :EAR99 

Country Origin: ITALY 
TARIFF: 7318.16.0085 
MFR: PAOLO ASTORI 
CTRL# 2016C06306 
LOT# 65280 


0.4931 EA 0 


0.3302 EA 0 


0.250 EA 0 


ГІШ 


INVOICE NUMBER 
JAF6NK 
PAGE 5 OF 8 


ШІІГІШ 


L | 


SHIPPING TERMS 
FOB-MIAMI 


100 49.31 


50 16.51 


100 25.00 


* * * CONTINUED* * * 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 


ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


ORIGINAL INVOICE 


http://www.KLXaerospace.com/conditions-sale/ 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 


Form 22 Rev 1.0 


SKIX 
1 bw 


INVOICE NUMBER 
JAF6NK 


а Tel: +1.305.925.2600 ° Fax: +1.305.507.7191 • ммм. КІ. Хаегоѕрасе.сот 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. • JPMorgan Chase Bank New York 
АВА: 021000021 * Account: 304639273 * SWIFT: CHASUS33 * CHIP UID: 0002 


SEND TO ACCOUNTING PAGE 6 OF8 
SOLD IQs SHIP TO: ШШШ 

DART AEROSPACE LTD DART AEROSPACE LTD 

1270 ABERDEEN ST 1270 ABERDEEN ST 

HAWKESBURY, ON HAWKESBURY, ON 

CANADA K6A 1K7 CANADA K6A 1K7 


ORDER NO. DATE SHIP VIA TERMS SHIPPING TERMS 
NO. ORDERED 

LOT QTY: 100 
20 20 |М521083С8 1.280 EA 0 20 25.60 
LOCKNUT 


ECCN :EAR99 
Country Origin: USA 


TARIFF: 7318.16.0085 
MFR: MACLEAN-ESNA 
CTRL# : 2008H05736 
LOT# : 39223-000 
LOT QTY: 20 
21 30 |NAS1330C3KB116 1.070 EA 0 30 32.10 
RIVNUT 


ECCN :9A991 

Country Origin: USA 
TARIFF: 7318.16.0085 
MFR: AVK INDUSTRIAL 


CTRL# : 2015110366 
LOTH : 1560922 
LOT QTY: 30 
23 5 |AN818-10J 4.320| EA 0 5 21.60 


NUT, TUBE COUPLING 
ECCN :EAR99 

Country Origin: USA 
TARIFF: 7318.16.0085 
MFR: INLAND MACHINE 


CTRL# : 2014102561 
LOT# : 8291 
LOT QTY: 5 
24 16 |AN818-16J 12.600 EA 0 16 201.60 


NUT, TUBE COUPLING 
ECCN :EAR99 


** * CONTINUED* * * 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 
ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
http://www .KULXaerospace.com/conditions-sale/ 


Form 22 Rev 1.0 


1ТЕМ 
NO. 


25 


5002909 


ORDER NO. 
PO31953 


L ID 


Tel: +1.305.925.2600 • Fax: +1.305.507.7191 • www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. * JPMorgan Chase Bank New York 
ABA: 021000021 * Account: 304639273 * SWIFT: CHASUS33 * CHIP UID: 0002 
SEND TO ACCOUNTING 


SHIP TO: 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


DATE SHIP VIA 
04/07/16 |FEDX INTL ECON COLL 


PART NUMBER AND DESCRIPTION 


TERMS 
NET 30 


QUANTITY 
ORDERED 


Country Origin: USA 
TARIFF: 7318.16.0085 
MFR: DESIGNED METAL DBA PER 
CTRL# 2014122631 
LOT# F00031198-37058 
LOT QTY: 16 
М520819-100 
SLEEVE 
ECCN :9A991 
Country Origin: USA 
TARIFF: 7307.22.1000 
MFR: INLAND MACHINE 
CTRL# 2002106160 
LOT# 4858 
LOT QTY: 16 


[Ы 


16 


These commodities, technology or software|were 
exported from the United States in ac 
with the Export Administration Regula 
Diversion contrary to U.S. law is pro 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 
ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


ORIGINAL INVOICE 


ШІІІШ 


J4F6NK 


PAGE 70F8 


ШІШІШ 


SHIPPING TERMS 
FOB-MIAMI 


ТМЗ.) UNIT | ВАСК ORDER SHIPPED AMOUNT 


16 30.40 


***CONTINUED*** 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 


http://www.KLXaerospace.com/conditions-saie/ 


Form 22 Rev 1.0 


“KLX 
RITE - = = 


er roca NNI | 
m uc Ee em Tel: +1.305.925.2600 * Fax: +1.305.507.7191 * www.KLXaerospace.com 
Ж Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 

| Wire Instructions: кх Inc. * JPMorgan Chase Bank New York | 

SIND TO ACCOUNTING? 021000021 + Account: 304639273 • SWIFT: CHASUS33 * CHIP UID: 0002 PAGE 80F8 
50902909 SHIP TO: III 

DART AEROSPACE LTD DART AEROSPACE L'TD 
1270 ABERDEEN ST 1270 ABERDEEN ST 
HAWKESBURY, ON HAWKESBURY, ON 
CANADA K6A 1K7 CANADA K6A 1K7 


ORDER NO. DATE SHIP VIA TERMS SHIPPING TERMS 
[зе uem 15-022 
NO. ORDERED 

*** SHIPPED 3 CTNS *** 

# 1=CTN 14 0 02. 672316665809 
# 2-СТМ| 29# 0 OZ. 672316665810 


# 3=CTN 9# 0 OZ. 672316665820 
FREIGHT ACCT# 15179324-0 


SUBTOTAL : 850.76 
HANDING : 0.00 
DISC/ALL : 0.00 
INCM FRT : 0.00 
FREIGHT : 0.00 
jus ASWYL2 SHIPPED ON 04/07/16 TOTAL : 850.76USD 
form отаев **CONSOLIDATIONS 1E6L9E U.S. CURRENCY 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 
ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 ШІШІШІ 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
http://www.KLXaerospace.com/conditions-sale/ 


Form 22 Rev 1.0 


SEND TO ACCOUNTING 


500909 


DART AEROSPACE 


1270 ABERDEEN ST 


HAWKESBURY, ON 
CANADA K6A 1K7 


EET 


ШІШІШІ 


INVOICE NUMBER 


Tel: +1.305.925.2600 + Fax: +1.305.507.7191 * www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. * JPMorgan Chase Bank New York 
АВА: 021000021 * Account: 304639273 * SWIFT: CHASUS33 * CHIP UID: 0002 


JAF6NK 
PAGE 1OF 8 


| ШИ ШУ 


SHIP TO: 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1К7 


LTD 


ped 


ORDER NO. DATE 
PO31953 04/07/16 
ПЕМ QUANTITY PART NUMBER AND DESCRIPTION 
ORDERED 
к и 


` p 

ECCN :EAR99 

Country Origin: USA 

TARIFF: 7326.90.8588 

MFR: TYCO ELECTRONICS GREENS 


CTRL# 2013702432 
LOT# 13225 
LOT QTY: 8 
3 19.66 
BOLT 
ECCN :ЕАК99 
Country Origin: USA 
TARIFF: 7318.15.8085 
MFR: MAC FASTENERS 
CTRL# 2015602764 
LOTH 71507 
LOT QTY: 100 
**REF: AN3C3A 
**CUST PN: AN3C3A 
4 12 | AN3C43A 45.96 


BOLT 

ECCN :EAR99 

Country Origin: USA 
TARIFF: 7318.15.8085 
MFR: CALIFORNIA SCREW PRODUCTS 


CTRL# 2013608279 
LOT 325382 
LOT QTY: 12 


**REF: AN3C43A 
**CUST PN: AN3C43A 


омет | ORDER 


| MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BYKLXINC. 7 


ALL ITEMS ARE SUBJECT TO A 100% ccna oS Ue DC E е CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF ME ITEMS COVERED BY THIS INVOICE, BUYER GOERS TO THE TERMS AND CONDITIONS OF SALE AT: 


http://www.KLXaerospace. com/conditions-sale 


SHIP VIA TERMS SHIPPING TERMS 
FEDX INTL ECON COLL NET 30 FOB-MIAMI 


AMOUNT 


***CONTINUED*** 


Form 22 Rev 1.0 


L КІХ EE uu 


INVOICE NUMBER 
JAF6NK 


Tel: +1.305.925.2600 * Fax: +1.305.507.7191 * www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. • JPMorgan Chase Bank New York 


ЕЕ к. 021000021 * Account: 304639273 - SWIFT: CHASUS33 • CHIP UID: 0002 PAGE 20F8 
5002909 SHIP TO: ШШШ 
DART AEROSPACE LTD DART AEROSPACE LTD 
1270 ABERDEEN ST 1270 ABERDEEN ST 
HAWKESBURY, ON HAWKESBURY, ON 
CANADA K6A 1К7 CANADA K6A 1K7 
ORDER NO. DATE SHIP VIA TERMS SHIPPING TERMS 
ITEM — [QUANTITY PART NUMBER AND DESCRIPTION PRICE UNIT |BACK ORDER pues m] AMOUNT 
NO. ORDERED 
5 300 | AN3C4A 0.170| EA 0 300 51.00 
BOLT 
ECCN :EAR99 


Country Origin: USA 
TARIFF: 7318.15.8085 
MFR: MAC FASTENERS 
CTRLH : 2015F02610 
LOT# : 72256 

LOT QTY: 300 

**REF: АМЗСАА 
**CUST PN: AN3C4A 

6 100 | AN4-16A 0.200 EA 0 100 20.00 
BOLT 

ECCN :EAR99 

Country Origin: USA 
TARIFF: 7318.15.8085 
MFR: MAC FASTENERS 


CTRL# : 2015107303 
LOT# : 80774 
LOT QTY: 100 
7 30 | AN4-45A 0.710 EA 0 30 21.30 
BOLT 
ECCN :EAR99 
Country Origin: USA 
TARIFF: 7318.15.8085 
MFR: AIRFASCO INDUSTRIES 
CTRLH : 2012F18866 
LOT# : 12976 
LOT QTY: 30 
8 40 | AN5-36A 0.870| EA 0 40 34.80 
BOLT 
***CONTINUED*** 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 


ALL ITEMS ARE SUBJECT TO А 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
http://www.KLXaerospace.com/conditions-sale/ 


Form 22 Rev 1.0 


E KI x i 


INVOICE NUMBER 


JAF6NK 


Tel: +1.305.925.2600 * Fax: +1.305.507.7191 * www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. • JPMorgan Chase Bank New York 


SEND TO ACCOUNTING" 021000021 + Account: 304639273 • SWIFT: CHASUS33 * CHIP UID: 0002 PAGE 30F8 
50502909 ӨҢІР ТО: ШШШ 

DART AEROSPACE LTD DART AEROSPACE LTD 

1270 ABERDEEN ST 1270 ABERDEEN ST 

HAWKESBURY, ON HAWKESBURY, ON 

CANADA K6A 1K7 CANADA K6A 1K7 


ORDER NO. DATE SHIP VIA TERMS SHIPPING TERMS 
PO31953 04/07/16 |FEDX INTL ECON COLL NET 30 FOB-MIAMI 
ITEM QUANTITY PART NUMBER AND DESCRIPTION PRICE `~ |UNIT | BACK ORDER AMOUNT 
NO. ORDERED 


ECCN :EAR99 
Country Origin: USA 


TARIFF: 7318.15.8085 
MFR: AIRFASCO INDUSTRIES 
CTRL# : 2013D06327 
LOT# : 12282 
LOT QTY: 40 
9 80 | AN6- 12A 0 80 26.40 
BOLT 
ECCN :EAR99 
Country Origin: USA 
TARIFF: 7318.15.8085 
MFR: MAC FASTENERS 
CTRL# : 2013709713 
LOT# : 68644 
LOT QTY: 80 
10 24 | AN6-40A 0 24 24.00 
BOLT 
ECCN :9А991 
Country Origin: USA 
TARIFF: 7318.15.8085 
MFR: MAC FASTENERS 
CTRL# : 2014329133 
LOT# : 68701 
LOT QTY: 24 
12 6 | AN833-6D 0 6 44.46 
ELBOW, FLARED 
ECCN :9A991 
Country Origin: USA 
TARIFF: 7609.00.0000 
MFR: DESIGNED METAL DBA PER 
***CONTINUED*** 
MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 


ALL ITEMS АВЕ SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
http://www.KLXaerospace.com/conditions-sale/ 


Form 22 Rev 1.0 


KLX 
wË XN HMM = 


„m i — — — 


KEDUA E INVOICE NUMBER 
3 Tel: +1.305.925.2600 * Fax: +1.305.507.7191 * www.KLXaerospace.com 


Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire instructions: KLX Inc. • JPMorgan Chase Bank New York 
ABA: 021000021 * Account: 304639273 * SWIFT: CHASUS33 + CHIP UID: 0002 


JAF6NK 


SEND TO ACCOUNTING PAGE 4ОЕ8 
T YA, SHIP To: NAA AN 

DART AEROSPACE LTD - DART AEROSPACE LTD 

1270 ABERDEEN ST 1270 ABERDEEN ST 

HAWKESBURY, ON HAWKESBURY, ON 

CANADA K6A 1K7 CANADA K6A 1K7 


ORDER NO. 


ITEM 


PO31953 


QUANTITY 
ORDERED 


DATE SHIP VIA TERMS SHIPPING TERMS 
04/07/16 |FEDX INTL ECON COLL NET 30 FOB-MIAMI 


14 


15 


16 


т: 


500 


100 


PART NUMBER AND DESCRIPTION PRICE UNIT |BACK ORDER um. a AMOUNT 


CTRL# : 2015F22491 
LOT# : 386561 

LOT QTY: 6 
MS21042L4 0.160| EA 0 500 80.00 
NUT, SELF-LOCKING 
ECCN :EAR99 

Country Origin: USA 
TARIFF: 7318.16.0085 
MFR: MACLEAN-ESNA 
CTRL# : 2014K02230 
LOT# : 45881-000 
LOT QTY: 500 

**REF: MS21042L4 
**CUST PN: MS21042L4 
MS21042L5 0.320 EA 0 100 32.00 


LOCKNUT 

ECCN :EAR99 

Country Origin: MEXICO 
TARIFF: 7318.16.0085 

MFR: ALCOA FASTENING/REPUBLIQ 
СТЕН : 2014123725 

LOT# : 45622 

LOT QTY: 100 

**REF: MS21042L5 

**CUST PN: MS21042L5 
MS17984C310 9.730 EA 0 2 19.46 
QUICK RELEASE PIN 
ECCN :ЕАК99 

Country Origin: USA 
TARIFF: 7318.24.0000 
MFR: AVIBANK MFG. 


***CONTINUED*** 
MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 
ALL ITEMS ARE SUBJECT TO A 1009; RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 


http://www.KLXaerospace.com/conditions-sale/ 


Form 22 Rev 1.0 


SEND TO ACCOUNTING 


5002909 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


ili 


нав 


K 


Tel: +1.305.925.2600 * Fax: *1.305.507.7191 * www.KLXaerospace.com 


Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. * JPMorgan Chase Bank New York 
ABA: 021000021 * Account: 304639273 • SWIFT: CHASUS33 * CHIP UID: 0002 PAGE 50F8 
SHIP TO: ШІШІПІ 
DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


ORDER NO. 
PO31953 
— — 


ITEM 


17 


18 


19 


QUANTITY 
NO. ORDERED 


100 


50 


100 


SHIP VIA 
FEDX INTL ECON COLL 
s s a ea 


TERMS SHIPPING TERMS 
NET 30 FOB-MIAMI 


2016A07095 
LOTH 1563187 
LOT QTY: 2 
MS21042L6 
LOCKNUT 


ECCN :EAR99 

Country Origin: USA 
TARIFF: 7318.16.0085 
MFR: MACLEAN-ESNA 
CTRL# 2016B11907 
LOT# 47578-000 
LOT QTY: 100 

**REF: MS21042L6 
**CUST PN: MS21042L6 


MS21059L3 

LOCKNUT, PLATE - TWO LUG 
ECCN :9A991.d 

Country Origin: ITALY 
TARIFF: 7318.16.0030 


MFR: PAOLO ASTORI 


CTRL# 2016C06304 
LOT# 69710 
LOT QTY: 50 
MS21069L3 
LOCKNUT, PLATE - TWO LUG 


ECCN :EAR99 

Country Origin: ITALY 
TARIFF: 7318.16.0085 
MFR: PAOLO ASTORI 
CTRL# 2016C06306 
LOT# 65280 


* x * CONTINUED * * * 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 


ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 


http://www.KLXaerospace.com/conditions-sale/ 


Form 22 Rev 1.0 


"KL — 
L — lili! 
2 Н 


1|———— 
16171.305.925.2600 + Fax: +1.305.507.7191 * www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 


Wire Instructions: KLX Inc. * JPMorgan Chase Bank New York 


44Ғ6МК 


ABA: 021000021 * Account: 304639273 * SWIFT: CHASUS33 * CHIP UID: 0002 


SEND TO ACCOUNTING 


8002909 
DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


PAGE 6б ОҒ 8 


ОИТ 


SHIP TO: 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


ORDER NO. 


PO31953 


ITEM 
NO. 


SHIP VIA 
FEDX INTL ECON COLL 


DATE 
04/07/16 


PART NUMBER AND DESCRIPTION 


TERMS SHIPPING TERMS 
NET 30 FOB-MIAMI 
BACK ORDER SHIPPED AMOUNT 


QUANTITY 
ORDERED 


LOT QTY: 
MS21083C8 
LOCKNUT 

ECCN :EAR99 
Country Origin: USA 
TARIFF: 7318.16.0085 
MFR: MACLEAN-ESNA 
CTRL#¥ 2008H05736 
LOT# 39223-000 
LOT QTY: 20 
30 |NAS1330C3KB116 1.070 EA 0 30 32.10 
RIVNUT 
ECCN :9A991 
Country Origin: USA 
TARIFF: 7318.16.0085 
MFR: AVK INDUSTRIAL 
CTRL# 2015L10366 
LOT# 1560922 
LOT QTY: 30 
АМ818-100 
NUT, TUBE COUPLING 
ECCN :EAR99 
Country Origin: USA 
TARIFF: 7318.16.0085 
MFR: INLAND MACHINE 
CTRL# 2014102561 
LOTH 8291 
LOT QTY: 5 
AN818-16J 
NUT, TUBE COUPLING 
ECCN :EAR99 


100 


20 20 


1.280 


EA 0 20 25.60 


21 


23 5 4.320| EA 0 5 21.60 


24 16 12.600| EA 0 16 201.60 


***CONTINUED*** 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. | 


ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
http://www .KLXaerospace.com/conditions-sale/ 


Form 22 Rev 1.0 


ИН K LX III 


INVOICE NUMBER 


J4F6NK 


Tel: +1.305.925.2600 + Fax: +1.305.507.7191 * www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. + JPMorgan Chase Bank New York 


SEND TO ACCOUNTING T 021000021 - Account: 304639273 * SWIFT: CHASUS33 * CHIP UID: 0002 PAGE 70F8 
5015399 SHIP TO: ШІП) 

DART AEROSPACE LTD DART AEROSPACE LTD 

1270 ABERDEEN ST 1270 ABERDEEN ST 

HAWKESBURY, ON HAWKESBURY, ON 

CANADA K6A 1K7 CANADA K6A 1K7 


ORDER NO. DATE SHIP VIA TERMS SHIPPING TERMS 
PO31953 04/07/16 | FEDX INTL ECON COLL NET 30 FOB-MIAMI 
ITEM QUANTITY PART NUMBER AND DESCRIPTION PRICE UNIT | BACK ORDER AMOUNT 


Country Origin: USA 
TARIFF: 7318.16.0085 
MFR: DESIGNED METAL DBA PERMAS 


CTRL# : 2014122631 
LOT# : F00031198-37058 
LOT QTY: 16 
25 16 |MS20819-10J 1.900 EA 0 16 30.40 
SLEEVE 


ECCN :9A991 

Country Origin: USA 
TARIFF: 7307.22.1000 
MFR: INLAND MACHINE 
CTRL# : 2002106160 
LOT# : 4858 

LOT QTY: 16 


These commodities, technology or software|were 
exported from the United States in scdoratace 


with the Export Administratiqn Regulations. 
Diversion contrary to U.S. law is prohibited. 


***CONTINUED*** 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 


ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
http://www.KLXaerospace.com/conditions-sale/ 


Form 22 Rev 1.0 


k KL Ж---- titi | 


—— INVOICE NUMBER 
КООШО ЕС с a +1.305.925.2600 • Fax: +1.305.507.7191 * www.KLXaerospace.com 
NER Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 JAF6NK 
Wire Instructions: KLX Inc. * JPMorgan Chase Bank New York 
ABA: 021000021 + Account: 304639273 + SWIFT: CHASUS33 * CHIP UID: 0002 


SEND TO ACCOUNTING PAGE 80F8 
805,199 SHIP TO: IIIIIIIIIIIIIIIIII 

DART AEROSPACE LTD DART AEROSPACE LTD 

1270 ABERDEEN ST 1270 ABERDEEN ST 

HAWKESBURY, ON HAWKESBURY, ON 

CANADA K6A 1K7 CANADA K6A 1K7 


ORDER NO. DATE SHIP VIA TERMS SHIPPING TERMS 

PO31953 04/07/16 |FEDX INTL ECON COLL NET 30 FOB-MIAMI 
ITEM QUANTITY PART NUMBER AND DESCRIPTION UNIT |BACK ORDER AMOUNT 
NO. ORDERED 


*** SHIPPED 3 CTNS *** 
#  1-CTN| 18 0 OZ. 672316665809 
# 2=CTN| 2948 0 OZ. 672316665810 
4  3-CTN| 9# 0 OZ. 672316665820 
FREIGHT \ссте 15179324-0 
jus ASWYL2  |SHIPPED ON 04/07/16 
form |16007.000303 **CONSOLIDATION# 1E6L9E 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 
ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


850.76 
0.00 
0.00 
0.00 
0.00 
850.76USD 
U.S. CURRENCY 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 | ШШІІПЦ 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
http://www .KLXaerospace.com/conditions-sale/ 


Form 22 Rev 1.0 


| k KLX.  — rr ae 


ae INVOICE NUMBER |. 
n ccm ^ +1.305.925.2600 * Fax: +1.305.507.7191 * www.KLXaerospace.com : 
JAF6NJ 


ke ee Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. • JPMorgan Chase Bank Néw York 
АВА: 021000021 + Account: 304639273 * SWIFT: CHASUS33 + CHIP UID: 0002 - 


РАСЕ 1ОҒ1 
500,909 SHIP TO: ШІП 
DART AEROSPACE LTD DART AEROSPACE LTD | 
1270 ABERDEEN ST 1270 ABERDEEN ST I 
HAWKESBURY, ON HAWKESBURY, ON 
САМАРА K6A 1К7 CANADA K6A 1K7 


ORDER NO. DATE SHIP VIA TERMS SHIPPING TERMS 
NO. ORDERED 
11 10 |AN815-6D 2.520 EA 0 10 25.20 
UNION 
ECCN :9A991 
Country Origin: USA 
TARIFF: 7609.00.0000 
MFR: NELSON AEROSPCE/PERMASW 
CTRL# : 2013B09207 


LOT# : F00025072-26388 
LOT QTY: 10 


AG 


These commodities, technology or soft ore меге 
exported from the United States in acdord 

with the Export Administration Regulations. 
Diversion contrary to U.S. law is prohibited. 


FREIGHT ACCT# 15179324-0 


SUBTOTAL : 25.20 
HANDING : 0.00 
DISC/ALL : 0.00 
INCM FRT : 0.00 
FREIGHT : 0.00 
jus A5WZZO SHIPPED ON 04/07/16 TOTAL : 25.20USD 
form #16007.000303 **CONSOLIDATION# 1Е619Е U.S. CURRENCY 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 
ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 | AMARUM 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
http://www.KLXaerospace.com/conditions-sale/ 


Form 22 Rev 1.0 


ITEM 
NO. 


11 


jus 


50902909 
DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


ORDER NO. 
PO31953 


QUANTITY 
ORDERED 


“KLX 


Tel: +1.305.925.2600 - Fax: +1.305.507.7191 • www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. * JPMorgan Chase Bank New York 
ABA: 021000021 * Account: 304639273 * SWIFT: CHASUS33 * CHIP UID: 0002 


SHIP TO: 


ІШІ Ш 
| INVOICE NUMBER | 


JAF6NJ 
PAGE 


10F1 


ШІІШІШІ 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


DATE SHIP VIA TERMS SHIPPING TERMS 
04/07/16 |FEDX INTL ECON COLL NET 30 FOB-MIAMI 


PART NUMBER AND DESCRIPTION eer T 


dii 


А5И220 


AN815-6D 2. E 
UNION 
ECCN :9A991 
Country Origin: USA 
TARIFF: 7609.00.0000 
MFR: NELSON AEROSPCE/PERMASWAG 
CTRLH : 2013B09207 
LOT# : F00025072-26388 
LOT QTY: 10 


These commodities, technology or MN were 


exported from the United States in ас 
with the Export Administration Regula 


i 


UNIT |BACK ORDER 


EA 


огаапсе 
ions. 


Diversion contrary to U.S. law is prohibited. 


FREIGHT i 15179324-0 


SHIPPED ON 04/07/16 


form %16007.000|303 **CONSOLIDATION# 1E6L9E 


SHIPPED AMOUNT 

10 25.20 
SUBTOTAL : 25.20 
HANDING : 0.00 
DISC/ALL : 0.00 
INCM FRT : 0.00 
FREIGHT : 0.00 
TOTAL : 25.20USD 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 
ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 


ORIGINAL INVOICE 


http://www.KLXaerospace. com/conditions-sale/ 


U.S. CURRENCY 


ШШШ 


Form 22 Rev 1.0 


ü KLX ШІІШІ 


INVOICE NUMBER 


Tel: +1.305.925.2600 + Fax: +1.305.507.7191 * www.KLXaerospace.com 


Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 JAF6NJ 
Wire Instructions: KLX Inc. • JPMorgan Chase Bank New York 
ABA: 021000021 * Account: 304639273 • SWIFT: CHASUS33 + CHIP UID: 0002 PAGE 1 ОЕ 1 
50002909 SHIP TO: AGIAN AA 
DART AEROSPACE LTD DART AEROSPACE LTD 
1270 ABERDEEN ST 1270 ABERDEEN ST 
HAWKESBURY, ON HAWKESBURY, ON 
CANADA K6A 1K7 CANADA K6A 1K7 


ORDER NO. DATE SHIP VIA TERMS SHIPPING TERMS 
QUANTITY PART NUMBER AND DESCRIPTION ке шм енн каны o AMOUNT 
NO. ORDERED 
11 10 |AN815-6D 2.520| EA 0 10 25.20 
UNION 
ECCN :9A991 
Country Origin: USA 
TARIFF: 7609.00.0000 
MFR: NELSON AEROSPCE/PERMASWAG 
CTRL# : 2013B09207 
LOT# : F00025072-26388 
LOT QTY: 10 


These commodities, technology or software were 
exported from the United States in acqordance 
with the Export Administration Regulations. 
Diversion contrary to U.S. law is prohibited. 


FREIGHT АССТ# 15179324-0 


SUBTOTAL : 25.20 
HANDING : 0.00 
DISC/ALL : 0.00 
INCM FRT : 0.00 
FREIGHT : 0.00 
jus A5WZZO SHIPPED ON 04/07/16 TOTAL : 25.20USD 
form 2 6007.000803 **CONSOLIDATION# 1E6L9E U.S. CURRENCY 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 


ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 lm 


ORIGINAL INVOICE 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS INVOICE, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT; 
http://www.KLXaerospace.com/conditions-sale/ 


Form 22 Rev 1.0 


Tek. 


Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. • JPMorgan Chase Bank New York 
ABA: 021000021 * Account: 304639273 • SWIFT: CHASUS33 * CHIP UID: 0002 


ШШ 


50905909 
DART AEROSPACE LTD 
1270 ABERDEEN ST 


"КІХ 


И | INVOICE NUMBER 
305.925.2600 + Fax: *1.305.507.7191 • www.KLXaerospace.com 
J4F6NJ 


PAGE 1 


SHIP TO: 


DART AEROSPACE LTD 
1270 ABERDEEN ST 


HAWKESBURY, ON 
CANADA K6A 1K7 


HAWKESBURY, ON 
CANADA K6A 1K7 


jus 
Ë 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


MATERIAL CERTIFICATION: кіх Inc. ("KLX AEROSPACE SOLUTI D 
1 FORTH ON THE MATERIAL CERTIFICATION FORM ACCOMPANYING THE ITEMS SUBJECT OF THIS INVOICE. ARE IN CONFORMITY WITH ALL CURRENT GOVERNMENTAL 


SOLUTIONS MAY HAVE IN CONNECTION WITH SUCH ITEM, WHETHER LIABILITY IS BASED UPON CONTRA 
SOLUTIONS BE LIABLE FOR SPECIAL, INDIRECT OR CONSEQUENT DAMAGES. FURTHER, KLX AEROSPACE SOLUTIONS MUST BE NOTIFIED OF A REJECTION-O N ЈТЕМ WITHIN 30 DAYS 
AFTER RECEIPT BY THE CUSTOMER. . 
= i a 
2 2 z 
ИИИ PACKING SLIP x САН 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS PACKING SLIP, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
: .com/conditions-sale/ 


http://www.KLXaerospace 
ГГ ПИШІШІ AM 


A5WZZO 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 
ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


ORDER NO. SHIP VIA TERMS SHIPPING TERMS 
PO31953 04/07/16 FEDX INTL ECON COLL NET 30 FOB-MIAMI 
ТЕ QUANTI J UMBER AND DESCRIPTION PRICE ІШІ BACK ORDER ТІ SHIPPED Е 
NO. ORDERE! uj 
11 2.520| EA E 10 25.20 
oftware|were 
exported from t 
with the Export A 
Diversion contrary 
FREIGHT ACCT# 15179324-0 
ЛЕ ШШШ 
orper#.......: asw2zo | ШШШ 
CONSOLIDATE#.: һквгәв ПІШІН 
220 | 
.00 | 
.00 | 
.00 | 
‚00 
25.20USD| | 
. CURRENCY 
SHIPPED ON 04/07/16 - | 


Form 22 Rev 1.0 


`` ` INVOICE NUMBER | 
JAF6NK 


SEND TO ACCOUNTING 


503909 
DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


ШШШ 


РАСЕ 1 
SHIP TO: 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


ORDER NO. SHIP VIA 


PO31953 04/07/16 


FEDX INTL ECON COLL 


SHIPPING TERMS 
FOB-MIAMI 


TERMS 
NET 30 


ITEM QUANTITY: 3ER AND DESCRIPTION 


NO. ORDER 


PRICE 


UNIT |BACK ORDER SH}PPED 


7326.90.8588 
i ABLE CL 


EARS9 


Country O 
3 100 | АМЗСЗА 
TARIFF: 


ECCN :EAR99 
MFR: MAC FASTENERS 
CTRL#: 2015602764 
LOTH: 71507 
LOT QTY: 100 
Country of Origin USA 
**REF: AN3C3A 

**CUST PN: AN3C3A 

AN3C43A 
TARIFF: 7318.15.8085 
Description BOLT 
ECCN :EAR99 
MFR: CALIFORNIA SCREW PRODUCTS 
CTRL#: 2013G08279 
LOTH: 325382 
LOT QTY: 12 
Country of Origin USA 
**REF: AN3C43A 


MES ВЕБ 


3.700 EA 0 8 


TYCO ELECTRONICS GREENSEO 


jm 


29.60 


19.66 


45.96 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 


ae! 


ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


MATERIAL CERTIFICATION: кіх inc. ("KLX AEROSPACE SOLUTIONS") WARRANTS THAT THE ITEMS SUBJECT OF THIS INVOICE WILL BE FREE FROM DEFECTS OF MATERIAL AND 


WORKMANSHIP AND, AS SET FORTH ON THE MATERIAL CERTIFICATION FORM ACCOMPANYING THE ITEMS SUBJECT OF THIS INVOICE, ARE IN CONFORMITY WI 
REQUIREMENTS AND THE SPECIFICATIONS OF THE RESPECTIVE MANUFACTURERS. KLX AEROSPA 
WARRANTIES OF MERCHANTABILITY AND OF FITNESS FOR A PARTICULAR PURPOSE. THE LIABILITY OF KLX AEROSPACE SOLUTIONS 15 


TH ALL CURRENT GOVERNMENTAL 


BECAUSE OF A DEFECT IN MATERIAL OR WORKMANSHIP SUCH REPLACEMENT SHALL OF ANY ITEM WHICH 15 REJECTED CONSTITUTE SATISFACTION OF ALL 
SOLUTIONS MAY HAVE IN CONNECTION WITH SUCH ITEM, WHETHER LIABILITY 1S BASED UPON CONTRACT RIGHTS, NEGLIGENCE, OR OTHER 
SOLUTIONS BE LIABLE FOR SPECIAL, INDIRECT OR CONSEQUENT DAMAGES. FURTHER, KLX AEROSPACE SOLUTIONS MUST ВЕ NOTIFIED OF A RE 


AFTER RECEIPT BY THE CUSTOMER. 


ШІШІ 


PACKING SLIP 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS PACKING SLIP, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
E aerospace.com/conditions-sale/ 


TREATS EE 


Form 22 Rev 1.0 


KLX | 


INVOICE NUMBER 
J4FENK 


mE ...- Tek--1:305.925:2600 `+ Fax: *1.305.507.7191 * www.KLXaerospace.com 
ас Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. * JPMorgan Chase Bank New York 


SEND TO МШ а Ат 021000021 + Account: 304639273 * SWIFT: CHASUS33 • CHIP UID: 0002 PAGE 2 
5059909 ШШЩ ШШШ SHIP TO: 

DART AEROSPACE LTD DART AEROSPACE LTD 

1270 ABERDEEN ST 1270 ABERDEEN ST 

HAWKESBURY, ON HAWKESBURY, ON 

CANADA K6A 1K7 CANADA K6A 1K7 


ORDER NO. SHIP VIA TERMS SHIPPING TERMS 
PO31953 04/07/16 |FEDX INTL ECON COLL NET 30 FOB-MIAMI 
ITEM ВЕН AND DESCRIPTION PRICE UNIT |BACK ORDER T amo 
NO. 
AN3C43A 
5 0.170 EA 0 300 51.00 


LOT QTY: 3 

Country of 
**REF: AN3C4A "j 
**CUST PN: AN3C4A 

6 100 |AN4-16A ; 

TARIFF: 7318.15.8085 

Description BOLT 

ECCN :EAR99 

MFR: MAC FASTENERS 

CTRL#: 2015107303 

LOT#: 80774 

LOT QTY: 100 

Country of Origin USA 

7 30 |AN4-45A 

TARIFF: 7318.15.8085 

Description BOLT 

ECCN :EAR99 

MFR: AIRFASCO INDUSTRIES 

CTRL#: 2012F18866 

LOT#: 12976 

LOT QTY: 30 

Country of Origin USA 


20.00 


21.30 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 
ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FR0M: 10000 NW 15 TERRACE, MIAMI, FL 33172 
MATERIAL CERTIFICATION: xix INC. ("кіх AEROSPACE SOLUTIONS") WARRANTS THAT THE ITEMS SUBJECT OF THIS INVOICE WILL BE FREE FROM DEFECTS OF MATERIAL AND 
HIS INVOICE, ARE IN CONFORMITY WITH ALL CURRENT GOVERNMENTAL 


SOLUTIONS MAY HAVE IN CONNECTION WITH SUCH ITEM, WHETHER LIABILITY IS BASED UPON CONTRACT RIGH 
SOLUTIONS BE LIABLE FOR SPECIAL, INDIRECT OR CONSEQUENT DAMAGES. FURTHER, KLX AEROSPACE SOLUTIONS MUST BE NOTIFIED OFA REJECTION-O 2 


ШШШ PACKING SLIP 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS PACKING SLIP, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
E ce.com/conditions-sale/ 


ІШТІ 


Form 22 Rev 1.0 


Ze ые | INVOICE NUMBER 


Nr o pU US i Tel: +1.305.925.2600 + Fax: *1.305.507.7191 * www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 JAF6N K 
Wire Instructions: KLX Inc. • JPMorgan Chase Bank New York 
ABA: 021000021 + Account: 304639273 - SWIFT: CHASUS33 + CHIP UID: 0002 PAGE 3 
SEND TO ACCOUNTING 
SOR Qo ШІШІШІ SHIP ТО: 
DART AEROSPACE LTD DART AEROSPACE LTD 
1270 ABERDEEN ST 1270 ABERDEEN ST 
HAWKESBURY, ON HAWKESBURY, ON 
CANADA K6A 1К7 CANADA K6A 1K7 


ORDER NO. ГЕ SHIP VIA TERMS SHIPPING TERMS Ен 
ЕЯ "v 04/07/16 ken INTL ECON COLL NET 30 FOB-MIAMI 
| MEN ER AND DESCRIPTION PRICE 7 UNIT |BACK ORDER [SHIPPED AMOUNT 7] 
8 0.870 m 0 40 34.80 
358/318.15.8085 
І BOLT 
9 80 | AN6- 12A 0.330| EA 0 80 26.40 
TARIFF: 7318.15 
Description BOLT 
ECCN :EAR99 
MFR: MAC FASTENERS 


CTRL#: 2013709713 
LOTH: 68644 

LOT QTY: 80 
Country of Origin USA 

10 24 | AN6-40A 

TARIFF: 7318.15.8085 
Description BOLT 

ECCN :9A991 

MFR: MAC FASTENERS 

CTRL#: 2014329133 

LOT#: 68701 

LOT QTY: 24 

Country of Origin USA 

12 6 | AN833-6D 

TARIFF: 7609.00.0000 
Description ELBOW, FLARED 


24.00 


44.46 


7.410| EA 


a] 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 
ALL ITEMS АВЕ SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


SOLUTIONS MAY HAVE IN CON А 
SOLUTIONS BE LIABLE FOR SPECIAL, INDIRECT OR CONSEQUENT DAMAGES. 


AFTER RECEIPT BY THE CUSTOMER. 


ШШШ PACKING SLIP 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS PACKING SLIP, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
http://www .KLXaerospace.com/conditions-sale/ 


ГІТ ПІ TET TD 


Form 22 Rev 1.0 


"I 


77 Tel: +1.305.925.2600 • Fax: +1.305.507.7191 • www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 
Wire Instructions: KLX Inc. • JPMorgan Chase Bank New York 
ABA: 021000021 + Account: 304639273 • SWIFT: CHASUS33 * CHIP UID: 0002 


SEND TO ACCOUNTING 
5053909 ШШ ШШЩ 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


SHIP TO: 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


INVOICE NUMBER 
JAF6NK 
PAGE 4 


ТҮЗ 


ТЕНМ5 
NET 30 


ORDER NO. 


SHIP VIA 
PO31953 FEDX INTL ECON COLL 


SHIPPING TERMS 
FOB-MIAMI 


D. 


PRICE UNIT | BACK ORDER 


ER AND DESCRIPTION 


NO. 


Е 


- [AMOUNT 


+ 


SIGNED METAL DBA PER 


0.160 EA 


CTRL#: 2014K0223 
LOT#: 45881-000 
LOT QTY: 500 
Country of Origin USA 
**REF: MS21042L4 

**CUST PN: MS21042L4 

MS21042L5 
TARIFF: 7318.16.0085 
Description LOCKNUT 
ECCN :EAR99 
MFR: ALCOA FASTENING/REPUBLI 
CTRLH: 2014123725 
LOT#: 45622 
LOT QTY: 100 
Country of Origin MEXICO 
**REF: MS21042L5 

**CUST PN: MS21042L5 
2 |М517984С310 
TARIFF: 7318.24.0000 


15 100 


16 


500 80.00 


100 32.00 


19.46 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX IN 
ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 
MATERIAL CERTIFICATION: 


WORKMANSHIP AND, AS SET FORTH ON THE MATERIAL CERTIFICATION FORM ACCOMPANYING THE ITEMS SUBJE 
REQUIREMENTS AND THE SPECIFICATIONS OF THE RESPECTIVE MANUFACTURERS. KLX AEROSPACE SOLUTIONS DISCLAIMS ALL OTHER WARRANTIES, 


WARRANTIES OF MERCHANTABILITY AND OF FITNESS FOR A PARTICU 
BECAUSE OF A DEFECT IN MATERIAL OR WORKMANSHIP SUCH 
SOLUTIONS MAY HAVE IN CONNECTION WITH SUCH ITEM, WHETHER LIABILITY IS BASED UPON 
SOLUTIONS BE LIABLE FOR SPECIAL, INDIRECT OR CONSEQUENT DAMAGES. 
AFTER RECEIPT BY THE CUSTOMER. 


ШШЩ PACKING SLIP 


aerospace.com/conditions-sale/ 


ІІІ 


KLX INC. ("KLX AEROSPACE SOLUTIONS") WARRANTS THAT THE ITEMS SUBJECT OF THIS INVOICE WILL BE FREE FROM DEFECT 
CT OF THIS INVOICE, ARE IN CONFORMITY WITH ALL CURRENT GOVERNMENTAL 


S OF MATERIAL AND 
EXPRESS OR IMPLIED, INCLUDING ALL 


LAR PURPOSE. THE LIABILITY OF KLX AEROSPACE SOLUTIONS IS EXPRESSLY LIMITED EXCLUSIVELY TO REPLACEMENT 
REPLACEMENT SHALL OF ANY ITEM WHICH IS REJECTED CONSTITUTE SATISFACTION OF ALL LIABILITY KLX AEROSPACE 


NO EVENT SHALL KLX AEROSPACE 
AN 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS PACKING SLIP, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE АТ: 


Form 22 Rev 1.0 


“КІ 


ГІМУОІСЕ NUMBER 


Tel: +1.305.925.2600 + Fax: *1.305.507.7191 * www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 Е JAF6NK 
Wire Instructions: KLX Inc. * JPMorgan Chase Bank New York 
ABA: 021000021 * Account: 304639273 * SWIFT: CHASUS33 * CHIP UID: 0002 PAGE 5 


SEND TO ACCOUNTING 


5005499 ШШШ SHIP TO: 


DART AEROSPACE LTD DART AEROSPACE LTD 


1270 ABERDEEN ST 1270 ABERDEEN ST 
HAWKESBURY, ON HAWKESBURY, ON 
CANADA K6A 1K7 CANADA K6A 1К7 


ORDER NO. 


SHIP VIA TERMS SHIPPING TERMS 
PO31953 


FEDX INTL ECON COLL NET 30 FOB-MIAMI 
PRICE d BACK ORDER SHIPPED ~ [aMoUNT 


` 


04/07/16 
ВЕВ AND DESCRIPTION 


0.4931 EA 0 100 49.31 


17 


ECCN :EAR99 

MFR: MACLEAN-ESNA, 

CTRLÉ: 2016B11907 

LOTH: 47578-000 

LOT QTY: 100 

Country of Origin USA 

**REF: MS21042L6 
**CUST PN: MS21042L6 

18 50 |MS21059L3 

TARIFF: 7318.16.0030 

Description LOCKNUT, PLATE 

ECCN :9A991.d 

MFR: PAOLO ASTORI 

CTRLH: 2016C06304 

LOTH: 69710 

LOT QTY: 50 

Country of Origin ITALY 

19 100 |MS21069L3 

TARIFF: 7318.16.0085 

Description LOCKNUT, PLATE - 


50 16.51 


25.00 


0.250| EA 0 


TWO LUG li 7| ) ү 
ENS _ Кн и 
MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 


ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 
ECT OF THIS INVOICE WILL BE FREE FROM DEFECTS OF MATERIAL AND 


MATERIAL CERTIFICATION: кіх inc. ("KLX AEROSPACE SOLUTIONS WARRANTS THAT THE ITEMS SUBJ 
WORKMANSHIP AND, AS SET FORTH ON THE A THE ITEMS SUBJECT OF THIS INVOICE, ARE IN CONFORMITY WITH ALL CURRENT GOVERNMENTAL 
STATIONS OF THE RESPECTIVE MANUFACTURERS. KLX AEROSPACE SOLUTIONS DISCLAIMS GIL OTHER WARRANTIES, EXPRESS OR IMPLIED, INCLUDING ALL 
CE SOLUTIONS IS EXPRESSLY LIMITED EXCLUSIVELY TO REPLACEMENT 


lll PACKING SLIP 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS PACKING SLIP, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
A aerospace.com/conditions-sale/ 


ia mA СТО 


БЕН? ҙы... ыы е ы ы. wS Si mib E ANE E =n N as 
Я mm 


Form 22 Rev 1.0 


INVOICE NUMBER 


= Tel: +1.305.925.2600 • Fax: +1.305.507.7191 • www.KLXaerospace.com 


Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 J4F6NK 
Wire Instructions: KLX Inc. * JPMorgan Chase Bank New York 
ABA: 021000021 • Account: 304639273 * SWIFT: CHASUS33 * CHIP UID: 0002 PAGE 7 
SEND TO ACCOUNTING 
5002999 ШШ SHIP TO: 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1К7 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1К7 


l'ORDER NO. SHIP VIA TERMS SHIPPING TERMS 
PO31953 04/07/16 |FEDX INTL ECON COLL NET 30 FOB-MIAMI 
НЕ ER AND DESCRIPTION PRICE UNIT E ORDER SHIPPED AMOUNT 
24 0 16 201.60 


LOT#: Е0003129 
LOT QTY: 16 
Country of Origi 
25 16 | М520819-100 
TARIFF: 7307.22.1000 
Description SLEEVE 
ECCN :9A991 

MFR: INLAND MACHINE 
CTRLH: 2002106160 
LOTH: 4858 

LOT QTY: 16 

Country of Origin USA 


0 16 30.40 


These commodities, technology or soft 
exported from the United States in ac 
with the Export Administratidn Regula 
Diversion contrary to U.S. law is pro 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 
ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


REQUIREMENTS AND THE SPECIFICATIONS OF THE RESPECTIVE MANUFACT . DISCLAIMS ALL OTHER WARRANTIES, EXPRESS OR IMPLIED, INCLUDING ALL 
URPOSE. THE LIABILITY OF KLX AEROSPACE SOLUTIONS IS EXPRESSLY LIMITED EXCLUSIVELY TO REPLACEMENT 
ALL LIABILITY KLX AEROSPACE 


EVENT SHALL KLX AEROSPACE 


BECAUSE OF A DEFECT IN MATERIAL OR WORKMA 


SOLUTIONS MAY HAVE IN CONNECTION WITH SUCH ITEM, WHETHER LIABILI 
SOLUTIONS BE LIABLE FOR SPECIAL, INDIRECT OR CONSEQUENT DAMAGES. FURTHER, KLX AEROSPACE SOLUTIONS MUST BE NOTIFIED OFA — 


AFTER RECEIPT BY THE CUSTOMER. 


ШШІШІ PACKING SLIP 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS PACKING SLIP, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
2 LXaerospace.com/conditions-sale/ 


ШІП 


Form 22 Rev 1.0 


HKLX © 


ee, мА кыма} car | INVOICE NUMBER | 
та Tel: +1.305.925.2600 + Fax: +1.305.507.7191 + www.KLXaerospace.com 


Remit to Address: 88289 Expedite Way, Chicago, IL 60695-0001 JAF6NK 
Wire Instructions: KLX Inc. • JPMorgan Chase Bank New York 
ABA: 021000021 * Account: 304639273 + SWIFT: CHASUS33 + CHIP UID: 0002 PAGE 8 


SEND TO ACCOUNTING 


5001909 ШШШ SHIP TO: 


DART AEROSPACE LTD DART AEROSPACE LTD 
1270 ABERDEEN ST 1270 ABERDEEN ST 
HAWKESBURY, ON HAWKESBURY, ON 
CANADA K6A 1K7 CANADA K6A 1K7 


ORDER NO. 
PO31953 


SHIP VIA TERMS SHIPPING TERMS 
04/07/16 |FEDX INTL ECON COLL NET 30 FOB-MIAMI 
R AND DESCRIPTION UNIT |BACK ORDER ГеніррЕО AMOUNT 


FREIGHT 


ЖИ ІІ ШЇЇ 
ЛЕЛ | ШШШ 


CONSOLIDATE#.: lE6L9E ІШ 


76 
. 00 
. 00 
.00 
.00 
850.76USD 
U.S. CURRENCY 


jus ASWYL2 SHIPPED ON 04/07/16 
MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 
ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


SHIPPED FROM: 10000 NW 15 TERRACE, MIAMI, FL 33172 


ORTH O 
SOLUTIONS MAY HAVE IN CONNECTION WITH SU А Т Ў А 
SOLUTIONS ВЕ LIABLE FOR SPECIAL, INDIRECT OR CONSEQUENT DAMAGES. FURTHER, KLX AEROSPACE SOLUTIONS MUST BE NOTIFIED OF A REJECTIO N JTEM WITHIN 30 DAY 
AFTER RECEIPT BY THE CUSTOMER. Ç 
ІШІШЦ PACKING SLIP реб Prat Quali 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS PACKING SLIP, BUYER AGREES TO THE TERMS AND CONDITIONS OF SALE AT: 
: ace.com/conditions-sale/ 


iL 


Form 22 Rev 1.0 


" 


АУ Tel: +1.305.925.2600 + Fax: *1.305.507.7191 + www.KLXaerospace.com 
Remit to Address: 88289 Expedite Way, Chicago, !L 60695-0001 
Wire Instructions: KLX Inc. JPMorgan Chase Bank New York 
ABA: 021000021 • Account: 304639273 - SWIFT: CHASUS33 * CHIP UID: 0002 


SEND TO ACCOUNTING 
SOLD TO: 

% 409 

DART AEROSPACE LTD 

1270 ABERDEEN ST 

HAWKESBURY, ON 


CANADA K6A 1K7 


SHIP TO: 


DART AEROSPACE LTD 
1270 ABERDEEN ST 
HAWKESBURY, ON 
CANADA K6A 1K7 


CONSOLIDATION 


1Е619Е 
РАСЕ 1 


ШІПШІШ 


ORDER NO. 


DATE SHIP VIA TERMS 
See Below 04/07/2016 FEDX INTL ECON COLL NET 30 


SHIPPING TERMS 
FOB-MIAMI 


QUANTITY PART NUMBER AND DESCRIPTION PRICE 


ORDERED 


AMOUNT 


INVOICE#  CUST P/O 
FED. TAX# 47-163-9172 


PO31953 
PO31953 


J4F6NJ 
J4F6NK 


***CONSOIIDATION SUMMARY PAGE ONLY 


jus SHIPPED ON 04/07/2016 


ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. 


PACKING SLIP 


BY RECEIVING DELIVERY OF THE ITEMS COVERED BY THIS PACKING SLIP, BUYER AGR 
http://www.KLXaerospace.com/conditions-sale/ 


UNIT |BACK ORDER Biss 


MATERIAL TO BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY KLX INC. 


EES TO THE TERMS AND CONDITIONS OF SALE AT: 


Form 47 Rev 1.0 


каре kK x Page: 1 of 1 


P.O. Box 025263, Miami, FL 33102-5263 * Tel: 305.925.2600 * Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace Miami, FL 33172 > SITA: MAMMCR 
www.KLXaerospace.com 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
as the representation made to us by the manufacturers of the items subject of such purchase 
order, m hereby certify that such items are in conformity with all current governmental 

and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LNE# QUANTITY U/M PART-NUMBER CUST REF# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


24 16 EA АМ818-160 F00031198-37058 DESIGNED METAL DBA P 14798 


04/07/16 


г 2% Senior Director, Global Quality 


Inv # 04/07/16 


Form 67 Rev 1.0 


PERMASWAGE - Nelson Aerospace Pack Slip: 58936 


PERMASWAGE ^з conse — Po cy ` 


a gs Мс aa Sales Order: 33174 
{ Еах: 310-217-3192 *33374=1=1% 


— eX HS 


Page: 1 of 1 


B/E AEROSPACE CONSUMABLES MANAGE B/E AEROSPACE CONSUMABLES MANAG 
9835 NW 14TH ST 10000 NW 15TH TERRACE 
MIAMI FL 33172 MIAMI FL 33172-2756 

| USA USA 


Verify AES requirements prior to shipment. Verify AES requirements prior to shipment. 
Fax: 305-507-7192 


Ship Date: | 9/15/2014 Ship Via: FEDEX GROUND F.O.B: EX WORKS 
Cust P.O.: OWLX38 Salesperson: JIM THOMPSON 


RD # 0331-01 9-0 


RELEASE # X8LOWLX38 
2,666 2,666 AN818-16J 20 Р00031198-37058 
і NUT 
Sale Order / Line / Release: 33174/1/1 Customer PO Number: OWLX38 


ertificates Required: 


„Standard Certification: Yes First Article Inspection: No Material Certificate: No 
Full Certifications: No Chemical/Physical No FAIR per AS9102: 


| 
| Product is compliant to ОҒАН 252.225-7009 


[ 1 BOX - f0X10X10 - 27 LBS 
|. 17 BOXES - 10Х10Х10 - 35 LBS EA _ 


mE ERREUR a S ERE en otc 


| * AN, MS, ^S, NAS and other industry standard parts controlled by ECCN 9A991 and HTS 8803.30.00.00 

1 Н Products listed have not been exposed to mercury or mercury compounds during the manfuacturing process. 

| I! MATERIAL ТО BE RETURNED MUST HAVE PRIOR AUTHORIZATION BY PERMASWAGE-NELSON AEROSPACE SALES @ 818-686-0900 1! 
| WE HERBY CERTIFY THAT ALL PROVISIONS OF THE FAIR LABOR STARNDARDS ACT ON 6/25/83 AS AMENDED HAVE BEEN FULLY COMPLIED WITH IN THE MANUFACTURE, PRODUCTION OR PURCHASE OF 
| GOODS LISTED HEREON ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE ALL PAST DUE ACCOUNTS SHALL BEAR INTEREST AT THE RATE OF 172% PER MONTH (18% PER ANNUM). 


Certification of COnformance 
NELSON | AEROSPACE ТРАТА, THAT THE ITEMS OF THIS SHIPPER WILL BE FREE FROM DEFECTS OF MATERIAL AND WORKMANSHIP AND, AS SET FORTH ON THE MATERIAL CERTIFICATION FORM, 
ACCOMPANYING THE ITEMS OF THIS INVOICE, ARE IN CONFORMITY WITH CONTRACT REQUIREMENTS AND SPECIFICATIONS, GOVERNMENT OR OTHERWISE. NELSON AEROSPACE DISCLAIMS ALL OTHER 
WARRANTIES, EXPRESSED OR IMPLIED, INCLUDING ALL WARRANTIES OF MERCHANTABILITY AND OF THE FITNESS FOR A PARTICULAR PURPOSE. THE LIABILITY OF NELSON AEROSPACE IS EXPRESSLY 
LIMITED TO REPLACEMENT OF ANY ITEM WHICH IS REJECTED BECAUSE OF A DEFECT IN MATERIAL OR WORKMANSHIP. SUCH REPLACEMENT SHALL CONSTITUTE SATISFACTION OF ALL LIABLITY NELSON 
AEROSPACE MAY HAVE IN CONNECTION WTH SUCH ITEM, WHETHER LIABLTY 15 BASED UPON CONTRACT RIGHTS, NEGLANCE OR OTHERWISE, AND IN. NO EVENT SHALL NELSON AEROSPACE BE LIABLE FOR 
SPECIAL, INDIRECT OR CONSEQUENTIAL DAMANGES FURTHER, NELSON AEROSPACE MUST BE NOTIFIED OF A REJECTION OF AN ITEM WITHIN 30 DAYS AFTER RECIEPT BY THE CUSTOMER. 
County of Origin: MADE IN THE USA 


BY RECEIVING DELIVERY OF THE GOODS COVERED BY THIS PACKING SLIR BUYER EXPRESSLY ASSENTS TO THE TERMS AND CONDITIONS SET FORTH 


NEW 


P Manager of Quality Assurance or Designee 


Shipped From: 


LNE# QUANTITY U/M PART-NUMBER 


KLX == 


P.O. Box 025263, Miami, FL 33102-5263 + Tel: 305.925.2600 + Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 * SITA: MIAMMCR 


10000 NW 15 TERRACE, MIAMI, FL 33172 


www.KLXaerospace.com 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 


and the dimensions thereof have been measured by us, and based on the aforesaid, as well 


as the representation made to us by the manufacturers of the items subject of such purchase 


order, we hereby certify that such items are in conformity with all current governmental 


and manufacturer's requirements, specifications, drawings, and conform to the purchase 


order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. ШЕ 


CUST REF# 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LOT-NUMBER MANUFACTURER CCODE MFR DTE EXP DATE 


11 


10 EA АМ815-6р 


Inv # 04/07/16 


F00025072-26388 NELSON AEROSPCE/PERM 52930 


04/07/16 


Senior Director, Global Quality 


Form 67 Rev 1.0 


..————--PERMASWAGE- Nelson Aerospace Раск Slip: 41890 


Т AS үү AGE A Designed Metal Connections, Inc. Company 
ж 10310 Norris Avenue ШШ 
каша 21221 Sales Order: 17955 


Ph: 818-686-0900 


Fax: 818-686-0181 ІШ | 


Page: { of 1 


B/E AEROSPACE CONSUMABLES MANAGEM B/E AEROSPACE CONSUMABLES MANAG 


8720 E. 34TH STREET N. PO BOX 025263 
WICHITA KS 67226 MIAMI FL 33102-5263 


USA USA 


Verify AES requirements prior to shipment. Verify AES requirements prior to shipment. 
Fax: 305-507-7192 Fax: 305-507-7194 


Ship Date: — 2/8/2013 Ship Via: FEDEX GROUND F.O.B: EX WORKS 
Cust P.O.: 3A1163 Salesperson: JIM THOMPSON 


R 1-0149-0 
RELEASE# Саат 163 Š 
1,459 1,459 AN815-6D : 9 F00025072-26388 
Р UNION 
Sale Order / Line / Release: 17955/311 Customer PO Number: 3A1163 


ertificates Required: 
Standard Certification: Yes First Article Inspection: Мо Material Certificate: 


Full Certifications: No Chemical/Physicat No FAIR per AS9102: 


e ret ta AE UD NA ns nit A AMANT Hn S Mnt NAA n tim n e v tem rmt не er rt tne memes nnm s nti 


[^1 вох - 10X10X10 - 9 LBS 
2 BOXES - 15X15X10 - 20 LBS EA 


i... B1-10-04 ponent spe nn e aM CMM A M EL LL 


BS ANM Id 


- - 


ушыш TEAN, MS; AS; NAS and other industry standard parts controllad-by ECCN 9ABSTand HTS 8803.30.00.00 
— Products.ligtéd have not been exposed to mercury or mercury compounds during thé manfuacturing process. 


m MATERIAL: TO'BERETURNED MUST HAVE PRIOR AUTHORIZATION BY PERMASWAGE-NELSON AEROSPACE SALES @ 818-686-0900 !! 


EN FULLY COMPLIED WITH.IN THE MANUFACTURE, PRODUCTION OR PURCHASE OF 
BEAR INTEREST AT THE RATE OF 112% PER MONTH (18% PER ANNUM). 


WE HERBY CERTIFY THAT ALL PROVISIONS OF THE FAIR LABOR STARNDARDS ACT ON 6/25/83 AS AMENDEO HAVE BEI 
GOODS LISTED HEREON. ALL ITEMS ARE SUBJECT TO A 100% RESTOCKING CHARGE. ALL PAST DUE ACCOUNTS SHALL 


| 
| Certification of COnformance 
DEFECTS OP 


NELSON-APROSPACE WARRANTS ТАТ ETE OF THIS SHIPPER WILL BE FREE FROM -MATERIAL-AND-WORKMANSHIP^AND;-AS SET FORTH ON THE MATERIAL CERTIFICATION РОВМ, — 
RE-IN.CONFORMITY WI ТН CONTRACTI.REQUIREMENIS.AND:SBECIBICATIONS, GOVERNMENLOR. OTHERWISE. NELSON AEROSPACE DISCLAIMS ALL. OTHER... 
: ч AR . THE LIABILITY OF NELSON AEROSPACE IS EXPRESSLY 25-253 


КАРШЫ EBD OR i ALL- WARRANTIES OF MERCHANTABILITY ANG-OF- p 
еам ITEM: REJECTED BECAUSE OF A DEFECTTN HAT ERIAT-GRANGSIGEONSHIEESUCH REPLACEMENT SHELL CONST (TUTE SATISFACTION OF АТА. LIABUTY RE 3 
_ AEROSPACE MAX HAVE IN CONNECTION WITH SUCH ITEM, WHETHER LIABLTY IS BASED UPON CONTRACT RIGHTS; NEGLANCE OR OTHERWISE, AND IN NO EVENT SHALL NELSON AEROSPACE BE LIABLE FOR ... .. .. 

ISEQUENTIAL-DAMANGES: FURTHER, NELSON AEROSPAGE MUST BE QF-AN-HTEM-OWTTRIN-SODAYS AFTER RECIEPT BY THE CUSTOMER... --- — 
try of Origin: MADE IN THE USA 


E --BY REGEIYING-DELIVERY-OF-THE GOODS COVERED BY THIS PACKING SLIP, BUYER Кш жынс 5. ЕЕРЕЕ ЕТАН 


—=— = 


Manager of Quality Assurance or Designee 


KLX- 


Р.О. Box 025263, Miami, FL 33102-5263 • Tel: 305.925.2600 • Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 • SITA: MIAMMCR 
www.KLXaerospace.com 


ooe а — 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
as the representation made to us by the manufacturers of the items subject of such purchase 


orde:, we tiereby certify that such items are in conformity with all current governmental 


and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


| 
FIRM: DART AEROSPACE LTD | 


PURCHASE ORDER#: PO31953 | 


LNE# QUANTITY U/M PART-NUMBER CUST REF# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


21 30 EA NAS1330C3KB116 1560922 AVK INDUSTRIAL  , 78276 


04/07/16 * 


Senior Director, Global Quality 


Inv # 04/07/16 


Form 67 Rev 1.0 


i 


] АУК INDUSTRIAL PRODUCTS 


AEROSTRUCTURES DIVISION, A POO COMPANY 
25323 RYE CANYON ROAD * VALENCIA, CA 91355 


— — ——n -- 


ШШ  -— ———-8шрЕн- 
PACKING SLIP 


PHONE: (661) 257-2329 e FAX: (661) 257-8043 


118725 | 

KLX INC. 

FORMERLY B/E AEROSPACE 
10000 NW 15 TERRACE 


B 
| 
1 
1 


МІАМІ, 
USA 


FL 
33172 


ITEM NO. NO. SHIPPED UNIT 


PREPAID FREIGHT 
*** LET 
4850 М |RNSS1032-116KB 
INAS1330C3KB116 
O STOCK 8 WKS 


001 


po 


# 1 
| % 
| Ї 


EE i 


PART NUMBER / DESCRIPTION 


PLEASE DO A PHYS & CHEM CERT*** THANKS CHERY 


STD PACK QTY - 6000 
SHIP#: 1 QTY 4850 LOT:1560922 - 
EA :A AISLE :3 SEC:E 


THESE COMMODITIES WERE SHIPPED FROM 
AVK INDUSTRIAL PRODUCTS IN ACCORDANCH WITH 
EXPORT ADMINISTRATION REGULATIONS AND THE 

US OFFICE OF FOREIGN ASSET CONTROL EXPORT 
RESTRICTIONS TO SANCTIONED PERSONS OR CONTRI 
DIVERSION CONTRARY TO U.S. LAW IS PROHIBITED 


M & M AEROSPACE HARDWARE (AVK) 
9835 NW 14TH STREET 


MIAMI, FL 


33172 


BACKORDEREO 


0 


NOTICE - iF INVOICE IS NOT RECEIVED WITHIN 10 DAYS OF SHIPMENT, PLEASE NOTIFY US IMMEDIATELY. 
ANY CLAIM SHORTAGES OR ADJUSTMENTS MUST BE MADE WITHIN 10 DAYS FROM RECEIPT OF GOODS. "WE HEREBY CERTIFY THAT THESE GOODS WERE PRODUCED IN COMPLI- 
ANCE WITH ALL APPLICABLE REQUIREMENTS OF SECTIONS 6, 7, & 12 OF THE FAIR LABOR STANDARDS ACT, AS AMENDED, AND OF REGULATIONS AND ORDERS OF THE UNITED STATES 
DEPARTMENT OF LABOR ISSUED UNDER SECTION 14 THEREOF." NO OZONE DEPLETING SUBSTANCES USED IN PROCESSES. PARTS ARE MERCURY FREE OF CONTAMINATION. | 


NRG AVK INDUSTRIAL PRODUCTS 


AEROSTRUCTURES DIVISION, A PEO COMPANY 


25323 RYE CANYON ROAD е VALENCIA, CA 91355 
PHONE: (661) 257-2329 e FAX: (661) 257-8043 


118725 
KLX INC. 


MIAMI, 
USA 


FL 


ITEM NO. 


PREPAID 
жжж LET 


001 4850 


FORMERLY B/E AEROSPACE 
10000 NW 15 TERRACE 


NO. SHIPPED UNITS 


i 


MIAMI, 


— Г --——-— 
CERTIFICATE OF f 
CONFORMANCE 


SHIPPER: ` 
PED ^ 


M & M AEROSPACE HARDWARE 
9835 NW 14TH STREET 


FL 


(AVK) 


PART NUMBER / DESCRIPTION 


PLE 
RNSS1032-116KB 
INAS1330C3KB116 
INO STOCK 8 WKS 


‚ STD PACK QTY = 
4850 LOT:1560922 
SEC:E ! 


SHIP#: 
AREA :A 


1 QTY 
AISLE :3 


2. COMMODITIES WERE SHIPPED FROM 


EXPORT ADMINISTRATION REGULATIONS AND 


RESTRICTIONS TO SANCTIONED PERSONS OR 


ASE DO A PHYS & CHEM CERT*** THANKS CHERYL: 


INDUSTRIAL PRODUCTS IN ACCORDANCE WITH 
S OFFICE OF FOREIGN ASSET CONTROL EXPORT 


DIVERSION CONTRARY TO U.S. LAW IS PROHIBITED. 


BACKORDERED 


THE 


CONTRIE 


We hereby certify that all materíals used in the manufacture of parts covered by this report conform to the material specifications called for by 
the above purchase order. We further certify that the parts are manufactured in accordance with applicable drawings or specifications current on 
the date on which the order was placed. Test reports covering materials in these parts, and indicating conformance with applicable specifications, 


are on file and subject to examination. No ozone depleting substances were used in processes. Parts are mercury free of contamination. BY: 


AUTHORIZED | 


AVIBANK MEG., INC. 


L REPRESENTATI 


4 


3 AVK INDUSTRIAL PRODUCTS 


FASTENERS & EIPG DIVISION, A: OMPANY 


COC2009.FM 
26323 RYE CANYON ROAD, VALENCIA, CA 91366 « PHONE: (681) 257-2329 + FAX: (661) 257-8403 
С CERTIFICATE OF QUALITY COMPLIANCE 
AVK MEG. CAGE CODE - 78276 
SALES ORDER NO. 801980-4313 . P.O. NUMBER: 001EH79 
CUSTOMER: KLX INC. 

NAS P/N: NAS1330C3KB116 REV:: 12 

АМК PN.: RNSS1032-116KB DESCRIPTION: RIVE NUT 
MEG, LOT/ W.O, #: 1560922 QUANTITY: |, 4450 

> 
MATERIAL TYPE: CRES 430 
HEAT NO.: зима 22 MATERIAL LOT .: 1549817 
, MATERIAL SPEC.: KCBV0240, ESP 1016 RRV E, ASTM-A-493 CHEM ONLY 


сағымы 


t 


Api d AEE A PS E 


С0С2009.ҰМ 


LAC ELLE da et il e — —— p 


PLATING SPEC.: PASSIVATE ІМ ACCORDANCE PER AMS27005 METHOD 1 TYPE 6 


AAAAWLMWAM———————————————————————————————————————————————————7 
NE K UQE a A дес 


АУК Industrial Products, A Division of SPS Fasteners a PCC Co., herby certified that records 

аге on file, available for examination and that all parts and materials have been produced, 

sampled, tested, inspected, Identified and packaged in accordance with and aro in full compliance 

to all engineering drawings, contract and specification requirements, АУК. Industrial Products 

further certifies that all 3B threads have been gaged Ін accordance with system 22 of 
MIL-S-7742, unless otherwise stated, (this gaging excludes self locking nuts, internat threads 
190" in diameter or smaller and external threads smaller than .138"dia. 


2/2/2016 
DATE 


AUTHORIZED S AONATURE 


ATTACHMENTS: ‘PHYSICAL, CHEMICAL & PLATING 
CERTIFICATIONS | 


C** Packing Slip ** Pagé 
BOCA 


Date 
2/03/16 

. 15:23 
Ships: 068734. 


Sold KLX INC. ate |... Shäïp KLX: INC 
To PO BOX 025263 . ` f To 9835 NW 14TH ST 
MIAMI, FL 33102-5263 Р MIAMI, FL 233172: 
Order | Order Cust... Loc Sls P.O. . ^ Job od B 4, Col 
} date Мон rep. No. ^. . No. |... . Ship Via . Ppd 
089370 [1/20/18 ^ 552550 29 999 .. Not on file. COLLECT 
i f OZZEMO7 2 : | Collect 
Order Осу B/O Item Number / Level UM Need Summ Item 
qty ship qty description Date Qty Loc 
75000 d 100000.056051' MS21042L6 ` EA EE 29-Loc 
. 75000 | M52LF3324-6 ` | . ( 2/15/16) | 
: k` 4 okok kk ok CK ok e TO e Kok да да лада cde ek ut : 
4 * 2755 CERTS REQUIRED `` * 
m FOO IIIT I К К RO OK OCC KOC ORC 
He. U ‘Cert. Туре. 01 EN . 
E 2 y i k k k KC K e K k k w k k k 1 k K Kk k k k X ek k k k k k K 4 
à 3 * DFAR 252.225.7014 REQUIRED * 
H Í ЕТТЕГІ e kk e e КАЖ Ж 
х -- CERTIFY ALSO TO NAS1291-6 
N28C 15856. 47578-000 . 45,497 


'N29C 15857 47578-000 29,503 


****** ORDER COMMENTS ****** 
QTY TOLERANCE +/-2% Bees 
.. UNDER 1504 FEDEX: GROUND |. | 
0331-0149-0 MARK COLLECT... - 
OVER 1508 FEDEX NATIONAL LTL 
РОТ ШОЛ: 
‘STANDARD РЕТ TERMS: EXW ` 
.***DO-NOT MAIL INVOICES**** 
‘EMAIL INVOICES ТО 
cm.payablesGKLX.com 


*** Shipment Summary: 22022 22 Cartons 1 Pallets. 2632.00 Weight 


"s Т” .. ; 420% а I : - ESNA Me 
: 5 абу А МОУАВ!А` GROUP. COMPANY 
7 611 COUNTRY CLUB ROÀD 


POCAHONTAS, ARKANSAS 72455 


CERTIFICATE OF QUALITY COMPLIANCE 


| | E | DATE: 2/4/2016 
TO: © KLXINC | ESNAPARTNO. . M52LF 3324-6 
9835 NW 14TH ST E ` MANUFACTURERS LOT SIZE — 199057 (APPROX. WT. COUNT) 
MIAMI, FL 33172 MOE abs | MANUFACTURED UNDER SHOP ORDER NUMBER 47578 - 000 
i a ORIGINATED AS SHOP ORDER NUMBER da NC XO 
. CUSTOMER PO #:. 022ЕМ07 ` | 
ЧҮ Бе e иси 


MS21 52104216 ve fare tare ye 


MATERIAL 


RAW MATERIAL CONFORMS TO -AMS 6300 | | : 5 EVIDENCED BY THE ATTACHED MILL CERTIFICATION. ESNA SHOP 
VENDOR b E TEC 


ORDER NO. 47578 -000 MILL HEAT NO. 10331560 ^ 


FINISH TYPE “SAE AMS ооз -Р-416С, TYPE Il, С CLASS 2 ; 


i LUBRICANT TYPE EVERLUB 620 620C | DRY. FILM LUBE. PER, AS5272 TYPE 1 i 


i 
ACCEPTED 23 HR: STRESS EMBRITTLEMENT LOADED 10 456 IN LBS 


AXIAL s TRENGTH REQUIRED LBS. MINIMUM 15200 © A ALL SAMPLE PIECES TESTED MEET OR EXCEED 


` EXCEEDS LBS. 15200 È ` MINIMUM REQUIREMENTS. 
SAMPLE SIZE 27 PIECES.” te 


ре REQUIRMENT HRC 43-46 IS HRC 43:46 


CONFORMS DIMENSIONALLY TO MS21042L6 PER NASM21042 REV 


BEARING SURFACE SQUARENESS AS "SPECIFIED PER NASM 25027 REVI u "К 


DISCONTINUITIES 


WITHIN LIMITS PER NASM 25027 REV 1. АМО MIL-STD-271D/ACN 1/ AND REV E/ NOTICE 2/ AND REV F/ NOTICE 1. 
š О | Wm. | AMPLE SIZE( MT - PCS): ` 32 
ASTM E1444 REV 12 i : MTPERSPEC 718 R SAMPLE SIZE(MT P" | 
. . | 7 .^ "ACCEPTED(PCS): 32 
sisi ы SAMPLE SIZE( PT - PCS): 0 
АССЕРТЕО(РС5); ei ab Ae с МА 


This is to certify that all applicable plating, heat treating, and inspection processing and that all material used їй the mánufacture of 
subject parts conform to the: specification or drawings received by ESNA and set forth in the subject purchase order, that the parts 

are of good material and workmanship; and that all necessary records, including chemical and physical where applicable, will be made 
available for review upon request. The inspection and test reports provided represent the actual attributes of the items furnished on this 
contract and indicate full compliance with all applicable specification and contract requirements. . Е P 

This is to certify that the materials supplied against the subject order are free of contamination by presence of mercury 


The recording of false, fictitious or fraudulent statements or entries on this document may be punishable asa felony under Federal Statute: 
This document shall not be reproduced in full without the written approva! of the laboratory. 


FSCM/CAGE МО. 019L2 -. 
QAF68 REV. 1-5-16 | SEEK | 
Page 1-0! 1 | a y. S | | "Brenda | Ramsey, Quali Inspector 


Page: 1 of 1 


Р.О. Box 025263, Miami, FL 33102-5263 • Tel: 305.925.2600 • Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 • SITA: MIAMMCR 
www.KLXaerospace.com 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
as the representation made to us by the manufacturers of the items subject of such purchase 
order, we hereby certify that such items are in conformity with all current governmental 

and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LNE# QUANTITY U/M PART-NUMBER CUST REF# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


23 5 EA AN818-10J 8291 INLAND MACHINE 6W617 


04/07/16 


Inv # 04/07/16 


P d Form 67 Rev 1.0 


.. 


D ` 


J Ñ J/ Á М D) (909) 484-5579 
MACHINE COMPANY FAX (909) 484-4825 
10762 EDISON COURT x 


RANCHO CUCAMONGA, CA 91730 Invoice 


To: i Ship To: 

B/E AEROSPACE INC BE AEROSPACE CONSUMABLES MANAGEMENT 
P.O, BOX 625263 535 NW 14TH ST. 

MIAMI, FL 33102 - MIAMI, FL 33172 


Date: 8/19/2014 Төлпе:2 % 10 NET 30 Weight | Ship Via: FEDEX ЕНТ. ECONO 


Order Date: 4/7/2014 Cust. PO#S#:0XKW98 # of Boxes: Ship Via Ace:018757 
Ship Date: 8/19/2014 FOB: Shipment #: 1 Invoice й: 44521 
Customer #: BEA1 | 


J—————— олын. 


Кет Part Number/Description Shipped  BackOrd CD “Unit Pree 


RAE AE ee me Ñ. 


2 AN816-10J NUT REV.20 
FULL CERTS 


JOB# 8291 
PARTS ARE DFAR COMPLIANT 
MADE IN U.S.A. 


Ap 
% 


L PAST DUE ACCOUNTS SHALL BEAR INTEREST 
AT THE RATE OF 1 1/2 % PER MONTH. 


f FINLAND machine COMPANY 


MANUFACTURING AN-MS-NAS HYDRAULIC FITTINGS 


^d MANUFACTURER' VIT 
1 
| RONALD DORFF hereby certify that the below named parts 
ате 
меге manufactured by _ INLAND MACHINE COMPANY located at 
(Company Name) 
10762 EDISON COURT RANCHO CUCAMONGA CA 91730 
ее ress, ety, e Zip Cade 


Part Description 
ANS18-10 NUT  REV20 | 


| further certify that should any change in the manufacturing process occur which changes the country of 
origin; | will immediately notify B / E AEROSPACE, Inc. in writing and provide a new 
Manufacturer's Affidavit. 


gnato 
QUALITY CONTROL 


8/19/14 


THIS DOCUMENT IS INTENDED ONLY FOR THE USE OF THE PERSON(S) TO WHOM IT IS ADDRESSED, IT MAY CONTAIN 
INFORMATION THAT IS PRIVILEGED, CONFIDENTIAL AND EXEMPT FROM DISCLOSURE UNDER APPLICABLE LAW. if you are not the 
intended reciplent, any dissemination, distribution, copying or other use of this document is strictly prohibited. If you have received this 
communication in error, please notify us by telephone 305.925.2600 to arrange for the destruction or retum to us of original document. 


езен Fone 


* 


10762 EDISON COURT - RANCHO CUCAMONGA, CA 91730 - 909-484-5579 - FAX 909-484-4825 
EMAIL: ggarcia@inlandmachinecompany com 


ж. 


Azienda con sistema di gestiona certificato da IGQ 


Ig Rodacciai. 2. 


i is certified by IGQ aocarding to UNI EN ISO 9001:2008 
| 22242 Bosisio Pani (LC) — Үн Leopardi g^ Ralla 

Tel: +39031878111 — Fax: +290318785; 

Intemet: www.rodaccislcorm — e-meli: ЗУ com 


i г е: 
CERTIFICATO DX CONTROLLO Inspection Certif N. 097072 Date 22/11/2013 


! 
| | 
| | Secondo According to . . . . . . . . . . .  . . EN 10204:2004 3.1 
| | DESTINATARIO - Cargo-Receiver CLIENTE - Customer 
; F 
i : BRALCO METALS #43 RODA SPECIALTY STEEL, INC. 
i | 15090 NORTHAM STREET 
. i LA MIRADA, CA 90638 200 LEXINGTON DRIVE 
i UO 60089 BUFFALO GROVE IL. 
! , Ро: ЫЗ-і8ее 
: 2 ORDINE - Order D.d.T. - Delivery note 

N. 300220 Date 12/09/2013 М. 12639/13 Date 22/11/2013 
Weight Lb 8818 Odp. Nr. 2013/A/41436 

š E . Bars Length 12 - 12 ft. 
' t 
: `  QUALITA' - Grade 
| STANDARD Type 304 / 304L 
| Mark RODACCIAI .......... + <+ 304 PLUS 
| 
COLATA - Heat ........., + . . 351791 
| PROFILO - Shape . . . . . . . . + + . + HEXAGON 
I DIMENSIONE - Size ... БЕКЕТ 
| ESECUZIONE - Form of delivery 42.4... COLD DRAWN 


ANALISI CHIMICA DI COLATA - Cast analysis % by mass 


с Мп Si 8 Р Cr Ni Mo Cu Со 
0,021 1,480 0,440 0,0270 0,037 18,150 8,050 0,350 0,560 0,150 
N 
0,0845 
CARATTERISTICHE MECCANICHE ALLO STATO DI FORNITURA 
i Mechanical properties of delivered material 
i | Tested Min Max 
i mengile Strength Rm PSI 107872,5 75000 
! Yield Strength Rp(0,2) PSI . 87573,9 30000 
Elongation А4 (%) 41,0 40 
Р Hardness HBW : 223,0 223 
E: Hardness . HRC 19,0 22 
i Reduction of area Z (%) 65,9 50 


i NOTE - Notes 


% The raw material was melted in Spain. This product was 

| manufactured in Italy. - DFARS clause 252.225-7014 ALT 1 
According to : ASTM A276-13 - ASTM A479/A 479M - 13a 
AMS 5639H 2002 Reaffirmed: Apr 2007 

ASMR SA479M 13a ASTM A182/A 182M 13  ASME SA182-13 


Pag. 1 / Segue 
Sold to: INLAND MACHINE COMPANY РО: V25909- Part: Order No.: 523707 
TR. elei jones: 
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Айепо#соп sistema di gestlone certificato da IGQ 
secondo UNI EN ISO 9001:2008 


, a | Rodaccai 


23842 Bosisio Padni (L: 1- tala 
Tal.: 930031878111 — мя 78512 
Intamet www.rodaccial.com — emal: обойн осів сот 


The Company'e Quality Manogaman! System 
Ia certified by IGQ acoording to UNI EN ISO 9001:2008 


Segue certíficato di controllo 


М. 097072 Date 22/11/2013 
Inspection Certificate's continuance 


NOTE - Notes 


AMS QQ-S-763 Rev B 2006 cond.A 

ASTM A193/A 193M 12b GR B8 class 1 ASTM A 320/A320M - 11а 
ASTM А484/А 484M 13a 

ASME SA 193 12b GR B8 Class 1 AMS 56470 2011 

Nace MR0175-2009 identical to ISO 15156 part 1-2-3:2009 
ASME SA 320 -11a ASTM A751-11 NACE MR0103-2010 
Intergranular corrosion tested to ASTM A262-13 practi.E:OK 
The material was produced by EF + A.O.D. 

Micro and Macro structure : Satisfactory - No Weld Repair 
Free of Mercury contamination - Mercury: no contamination 
Heat treatment = 1950°F quenched in water 

Grain size by Test Method E 112 = 5,5 

100% crack tested by eddy current method: OK 

Material according to our specification Nr. 047 


We certify hereby, that the above mentioned products are consist- 
ent with the order prescriptions, This certificate was generated 
by data system acc. to EN 10204, it is not necessary to be 
Signed for validity. 


—_————  —.—-—————————— ———.———-———— TY 


Pag. 2/2 RODACCIAI: The Now 
Robefto Quattri 


‘Sold to: INLAND MACHINE COMPANY , PO: Mid Part Order No.: 523707 


TR clerk.signature: | —— — 


B — ~t HRJ " E mes Wa) К (Озы, тез. шуыша: ie 


Came Come Ime, Ш. 105012 


12150 S. BLOOMFIELD AVE. BLDG D., SANTA FE SPRINGS, CA 90670 
(562) 484-3930 FAX (562) 484-3940 


TERMS: 1% within 10 days. Net 30 days. Net and Past Due thereafter subject to a service of 1.5% per 105012 
f month (18.0% per annum) for balances past due 30 days an over. Terms do not apply to C.O.D. 


[ INLAND MACHINE COMPANY T8 
10762 EDISON COURT 
RANCHO CUCAMONGA, СА91730 


= xi] 


P.O. NO. TERMS МЕТ 30 |SHIPPED VIA | |SHIPPER NO. MATERIAL SHIPPED DATE | 
+25912 Net, 30 304 SS . 8/18/2014 
| | SHIPPED | | 


= 


n INLAND MACHINE COMPANY 
10762 EDISON COURT 
RANCHO CUCAMONGA, CA91730 


оч огоо 
Оч Oomv?»^"ro 


QUANTITY DESCRIPTION AND/OR PART NUMBER __ 
5, 939 ANB18-10J NUT JOB# 8291 | 


PASSIVATED PER AMS 2700 E , METHOD 1 - 


. TYPE VI CLASS 1 


VATER IMMERSION TEST METHOD 100, 24 HRS, 13 PCS 
ACC: 13  REJ: 0 I 


H. W. D. S. (7%) 


$ 


P.C.F. LIABILITY SHOULD BE LIMITED TO THE COST OF DIRECT LABOR AND MATERIAL DAMAGE OR THREE TIMES OUR PROCESSING CHARGES 
ON MATERIAL; OR WHICHEVER 1S LESS. l 


THE PURCHASER AGREES THAT IN THE EVENT HE FAILS TO PAY HIS ACCOUNT AND THE MATTER IS REFERRED TO AN ATTORNEY TO ENFORCE 
‘PAYMENT, HE Wit, IN ADDITION TO THE SUMS DUE, PAY A REASONABLE ATTORNEY'S FEES AND ANY COURT COSTS OF ENFORCEMENT. ` 


| 


f 


TOTAL 


1 ] z 7 
WE HEREBY СЕВТ!ЕҮ THE ABOVE LISTED PARTS ARE | WE HEREBY CERTIFY THE ABOVE LISTED PARTS ARE | WE HEREBY CERTIFY THE ABOVE LISTED PARTS ARE 
PROCESSED IN ACCORDANCE WITH APPLICABLE PROCESSED IN ACCORDANCE WITH. PROCESSED IN ACCORDANCE WITH APPLICABLE 
SPECIFICATION. TEST REPORTS ON FILE. SPECIFICATION. TEST REPORTS ON FILE. 


sPEC.No il. AMS 2700 REV.E 
+ 


SPEC. N0 


“Guillermo Oliveros 
i че Inspector 


SHIPPER'S / CERTIFICATIO 


E K m4 | Page: 1 of 1 


— 


P.O. Box.025263; Miami, FL 33102-5263 • Tel: 305.925.2600 • Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 * SITA: MIAMMCR 
www.KLXaerospace.com 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
| as the representation made to us by the manufacturers of the items subject of such purchase 

order, we hereby certify that such items are in conformity with all current governmental 
and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LNE# QUANTITY U/M PART-NUMBER CUST REF# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


19 100 EA MS21069L3 65280 PAOLO ASTORI A3856 


04/07/16 


Jasofi Le 
Senior Director, Global Quality 


Inv # 04/07/16 


Form 67 Rev 1.0 


TE EO ааа ааа ааа а а 00000 


PAOLO ASTORI SPA 


Via Mirabella, 9 - Maggiate Superiore DOCUMENTO DI TRASPORTO (D.d.T.) 
28013 Gattico (NO) - ITALY шы LRT (OG: 


1. (+39 838847 ; : Е 
pu alos e т" I N° 1871 | Data 26/02/2016 | Pag. 1/1 


Web: www.paoloastori.com 


ШШ 


Cod.Cliente 
rj a 4g 


Descrizione merce 
Part Number 


MS21069L3(Rev. REV1) 0007X48/1 09/05/2015 


РАЙЫП ASTARI 


KLX INC. 


10000 NW 15TH TERRACE 
MIAMI - FL 
USA 


Destinazione (Ship To): 370 


KLX AEROSPACE SOLUTIONS-KLX INC. 
9835 NW 14TH ST. 


33172 MIAMI -FL US 


MS21069L3(Rev. REV1) 0007X48/1 09/05/2015 


MS21069L3(Rev. REV1) 0007X48/1 09/05/2015 


MS21069L3(Rev. REV1) 0007Х48/1 09/05/2015 


MS21069L3(Rev. REV1) |  0007X48/1 09/05/2015 10000 | N | 65280 | - | x | 


5 i 
| | 
6: MS21069L3(Rev. REV1) 0007X48/1 09/05/2015 | 10000 | N ! 65280 - | x 
| | | 
7 MS21069L.3(Rev. REV1) 0007X48/1 09/05/2015 10000 N 65280 - (X | 
! { 
i | 
š MS21069L3(Rev. REV1) ` 0007X48/1 09/05/2015 10000 N 65280 - X 
9 MS21069L3(Rev. REV1) : 0007X48/1 | 09/05/2015 10000 М ; 65280 - x | 
| 
| | 
10 MS21069L3(Rev. REV1) 0007Х48/1 09/05/2015 10000 | М 65280 - X 
i 


QCIR465280 FOR MS21069L3(Rev. REV1) 0007X48/1 09/05/2015 


- SUPPLIES RELEASED IN ACCORDANCE WITH REQUIREM. OF BAE/AG/SC1 PART 3- APPROVAL # BAE/AG/30631/MAA AND WITH AIRBUS SAS APPROVAL # 204788 Зе sotto 
150 Ibe aped con fedex ground, account #0331-0149-0,mark:collect;ee sopra 150 Ibs sped con fedex economy,account 4018757 


Aspetto esterlore merce Comprende DdT n° | | Segue su DdT n* 
d " А877, | 


| Tramite spedizione | Modalità di consegna Firma conducente 
VETTORE _ -PORTO ASSEGNATO ` 


Causale trasporto — — ü | Data inizio trasporto ^ | Firma destinatario 
VENDITA PRODUZIONE 2 4 PONE NER 


Primo vettore l ‘Data ritiro merce | Firma primo vettore 
| FEDERAL EXPRESS EUROPE INC. # 033101490. esa "CE RR 


Secondo vettore Data ritiro merce | Firma secondo vettore 


Al SENSI DELL'ART.13 D.LGS 196 DEL 30/06/2003 IL DESTINATARIO PUO' AVERE ACCESSO Al SUOI DATI E CHIEDERNE LA MODIFICA,COME PREVISTO DALL'ART.7 DEL D.LGS 196 
DEL 30/06/2003, SCRIVENDO A PAOLO ASTORI SPA, VIA MIRABELLA 9, 28013 MAGGIATE SUPERIORE - GATTICO (NO) 


E K X iu г 


а —— Те 


PE рО. Вох 025263, Miami, FL 33102-5263 + Tel: 305.925.2600 • Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 > SITA: MAMMCR 
www.KLXaerospace.com 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
as the representation made to us by the manufacturers of the items subject of such purchase 
order, we hereby certify that such items are in conformity with all current governmental 

and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


mane oe С О: š + mU ыста А ЧЕ Теле 
А ü š i . an 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LNE# QUANTITY U/M PART-NUMBER CUST REF# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


23 5 BA АМ818-100 8291 INLAND MACHINE 6W617 


04/07/16 


Jason Le 
Senior Director, Global Quality 


Inv # 04/07/16 


Form 67 Rev 1.0 


-—-INLAND------77 s 


.—— -MACHINE COMPANY ~ FAX(909) 484-4825 
10762 EDISON COURT | 
RANCHO CUCAMONGA, СА 91730 _ 
То: 
| B/E AEROSPACE INC 


P.O. BOX 025263 
MIAMI, FL 33162 


Weight: 
# of Boxes: 
te: 9 ! Shipment #: 1 


3 АМ218-10/ NUT REV.20 
FULL CERTS 


JOB # 8292 
PARTS ARE DFAR COMPLIANT 
MADE IN USA 


AT THE RATE OF 1 1/2 % PER MONTH. 


THIS IS TO CERTIFY THAT ALL ARTICLES DELIVERED UNDER THIS 
SHIPPER, CONFORMS TO ALL APPLICABLE BLUE PRINT SPECIFICATIO 
ANO EVIDENCE OF SUCH IS ON FILE SUBJECT TO EXAMINATION 2 2 


MF Sry soior within ten (06. 


Lassen Галя, [reas INCH 


12150 S. BLOOMFIELD АУЕ. BLDG D., SANTA FE SPRINGS, СА 90670 | 105359 
é (562) 484-3930 FAX (562) 484-3940 


TERMS: 1% within 10 days. Net 30 days. Net and Past Due thereafter subject to a service of 1.5% per. -- 105359 _._- 
month (18.0% per annum) for balances.past due 30 days an over. Terms do not apply to C.O.D. 


ж 


Sa) / Zx 


- 


am INLAND MACHINE COMPANY | 
10762 EDISON COURT 
RANCHO CUCAMONGA, CA91730 


ci - eS. 


Р.О. NO. TERMS NET 30  |SHIPPED VIA SHIPPER NO. MATERIAL SHIPPED DATE E | 
vV25916 | Net, 30 304 SS 9/8/2014 


QUANTITY DESCRIPTION AND/OR PART NUMBER Г SHPPED ИНЕ 
5, 850 AN818-10J НИТ JOB# 8292 


INLAND MACHINE COMPANY 
10762 EDISON COURT 
RANCHO CUCAMONGA, СА91730 


Ot сотто-то 


PASSIVATED PER ANS 2700 E, METHOD 1 


TYPE VI CLASS 1 


WATER IMMERSION TEST METHOD 100, 24 HRS, 13 PCS 


ACC: 13 REJ: Q 


Н. М. D. S. (7X) 


P.C.F. LIABILITY SHOULD BE LIMITED TO THE COST OF DIRECT LABOR AND MATERIAL DAMAGE OR THREE TIMES OUR PROCESSING CHARGES 
ON MATERIAL, OR WHICHEVER IS LESS. MN 


THE PURCHASER AGREES THAT IN THE EVENT HE FAILS TO PAY HIS ACCOUNT AND THE MATTER IS REFERRED TO AN ATTORNEY TO ENFORCE 
PAYMENT, HE WILL, IN ADDITION TO THE SUMS DUE, PAY A REASONABLE ATTORNEY'S FEES AND ANY COURT COSTS OF ENFORCEMENT. 


TOTAL 


WE HEREBY CERTIFY THE ABOVE LISTED PARTS ARE | WE HEREBY CERTIFY THE ABOVE LISTED PARTS ARE | WE HEREBY CERTIFY THE ABOVE LISTED PARTS ARE 


PROCESSED IN ACCORDANCE WITH APPLICABLE PROCESSED IN ACCORDANCE WITH. PROCESSED IN ACCORDANCE WITH APPLICABLE 
SPECIFICATION. TEST REPORTS ON FILE. SPECIFICATION. TEST REPORTS ON FILE. 
SPEC. NO. AMS 2700 REV.E SPEC. NO SPEC. NO. ^ 
TYPE __терр CSS — gh] ТҮРЕ ___ ___CLASS_____ | TYP CLASS... — 
BY L à AL) 
Gulliemo Oliveros ANY DI 7 SPORTED WITHIN 22 HOURS 
Q.C. Inspector RECEIVEDx —=— G e 
[А UBJECT TO CONDITJANS OF МАВР PAZKING SLIP 


SHIPPER'S / CERTIFICATION 


D n u 


outokumpu Certificate of Test `° |. 


high performance stainless steel 221 ee ee EL 


Page: 1 
НЕАТ £140721 ORDER 650996/ 06 BOL 0227961 * CERTIFICATION ж 06/20/14 
| Tol, 
BRALCO M 
15090 NORTHAM STREET 
LA MIRADA 906380000 
----------------------------- UR ORDER & DATE ----------------------------- 
43- -118165 6/20/14 CUSTH# 0224001 CUST TAG# 
------------------------------ ITEM DESCRIPTION ----------------------------- 
GRADE 3041, Ship rur a Us CONDA 
Size 3041, HEX CDA CONDA 1.0000 x 144. 000 
Country of Melt: UNITED KINGDOM Countr гү "t ME: UNITED STATES 
МАЕТА Country of Origin is Country of Melt 


No weld repair ; 

Free of mercury койтан йен Free of radiation SOR canina tjan 

No WEEE relevant substances; Meets EU electrical ROH 

Total Bundles 1 Total Weight 2168 Approx. Hot Red. Ratio 35:1 


. WO 2051531 Bundles; lE 


------“--------------ғ4----... SPECIFICATIONS ------<----“-2-<----------... 
МЕС ТО FINISHED ВАК IN THE USA FROM ML n Pia ale ТЕСТЕР KINGDOM 
AMS 5639H, 5647J 599-5 
ASME SA182 2007-2013 Ed C КЕ MM 2095: 2013 Ed. 
ASTM A182 13a ASTM A262 9B Practice E 
ASTM A276 13а "e ASTM A314 13a 
ASTM А370 10 ASTM ELE ion l3b 
ASTM A484 ASTM E112 
DIN N S043 /EN 10204 Solution А saloi Condition 
DFARS 252,225. 7009, 1 mis DFARS 225.7002-3(B)(1) 
Panerai Spec ‚9° 0-5-7 NACE MR0175-09, mid-rad hard 
Prodec Qualit Yer UNS S30400, AISI 
UNS 530403, AiS 3041, ASTM A262 fo Practice А/Е 
Su R93 Í2b BB С ‚ ASTM A320 11 BB Clas 
ASHE §A193 #8 58152 “2513 Еа ASME 8А320 в CL1, 2013 ЕЗ 
т.-““------“--“-“-“-Ж-еэ«-------- MECHANICAL & OTHER TESTS --------------------4---- 
Hardness as shipped 219 HB 


Hardness as shipped ( 95 HRB ) 
Hardness às teste 


Grain size 5.0 eae te strength, KSI (на) ^ 04.1 447) 
Micro OK 0.2% Yield Strng th, KSI(MPa) 64.9 ( 447 
Intergranular corrosion OK 
Elongation 7 in 4D 49.0 
Reduction of area 7 74.6 
-- Continued -- 
Outokumpu Stainless Bar, LLC А 
АКЫШЫ. SC 29729 И (2 алаи 


Sold to: INLAND MACHINE CO РО: V25913 Ра” 8292 Order No.: 523710 


TR clerk signature: opt д бозы 


outokumpu (б) Certificate of Test 


HEAT E140721 ORDER 650996/ 06 BOL 0227961 * CERTIFICATION 


SHIP T 
BRALCO METALS 
15090 NORTHAM STREET 


LA MIRADA 906380000 
----------------«“---“-------- CHEMICAL COMPOSITION -------------- 
Carbon C .023 Manganese Mn) 1.840 
Phosphorus Р ‚033 Sulphur . S .028 
Silicon $i . 300 Chromium Ск) 18.150 
Nickel Ni 8.170 Cobalt Co). .137 
Copper Cu ‚660 Moly ` : Mo |. 410 
Nitrogen N. ‚063 Columbiun Cb ‚016 
Titanium Ti) ` .002 Aluminum Al .005 
Tin Sn ‚009 . Boron B 001 
Tantalum Ta .002 Vanadium V .070 
Tungsten W ‚028 ‚000 
Colunbiun/ | М 
Tantalum (CbtTa ‚018 

Iron Fe Balance 

Helt Practice 

Refining Practice AOD 


De-long Ferrite 


` 


ER — ты алы! 


Page: 2 
* 06/20/14 


Knowtagly & willfully falsifyin or concealing a material act on this form, 


or making false, fictitious or fraudulent sta 


ements or representations 


herein could constitute a felony punishable under federal statutes. 
We hereby certify that the test results shown in this report are correct and 
accurate as contained in the records of the Солрайу and are in compliance 


with the specifications, codes, and standards listed above. 


М.Е. Marcanio, Quality Manager 


Outokumpu Stainless Bar, LLC 
3043 Cranshaw Pkwy. 
Richburg, SC 29729 


Sold to: INLAND MACHINE СО РО: V25913 Part: 8292 Order No.: 523710 
TR clerk signature: __ 


ME ar 


KLX ЕСІ 


——, ., spP 


P.O. Box 025263, Miami, FL 33102-5263---Tel::305:925.2600 + Fax: 305.507.7191 
e -~ -Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 • SITA: MIAMMCR 
www.KLXaerospace.com 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 


and the dimensions thereof have been measured by us, and based on the aforesaid, as well 


as the representation made to us by the manufacturers of the items subject of such purchase 


order, we hereby certify that such items are in conformity with all current governmental 
and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LNE# QUANTITY U/M PART-NUMBER CUST REF$ LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 
4 12 EA AN3C43A AN3C43A 325382 CALIFORNIA SCREW PRO 82507 
04/07/16 


_ Senior Director, Global Quality 


Inv # 04/07/16 


Form 67 Rev 1.0 


MANUFACTURERS OF AIRCRAFT FASTENERS AN-MS-NAS 


| | CALIFORNIA SCREW PRODUCTS CORP. 

| 14957 GWENCHRIS COURT PARAMOUNT, CALIF. 90723-3423 
h 82500. RT M M Dose тесу т орт deb Number. — 1592538 

M | BAE/AG/30235 / MAN .- 


а нан = a e 


TEST REPORT. 
Part Number 3 Part Standard ;¿NASM3-20 REV. 2 Shipped Quantity*: 271000. 
Customer ¿"B/E AEROSPACE CONSUMABLE MANAGEMENT Cust. Purchase Order Number : 0HX223 Mfg Quantity: 1200 
Procurement Spec. NASM6812 REV. 3 | Thread Size & Form : .190-32 UNF -3A Matl Spec: AMS 5628 REV. F 
Surface.Fin 2700 REVI Bs 55 | Thread Spec; > : MIL-S-7742 REV. D - 2 тех Description: Bolt. 
Heat Treat Spec AMS2759/5 REV. D Sample Size Spec. : NASM6812 REV. 3 Heat Number 2564741 


Mgntc Permeability : N/A * Actual piece count is within +/- 2% of the shown lot quantity. 


NON-DESTRUCTIVE TESTS / SUBCONTRACTED (SEE CERTIFICATION) 


‚ Sanple.$ize.:.;.... 0 specimens . "m Inspection Results: Accept ~ 0. .. Reject. + 220. specimens 
Magnetic: Particle |" :.N/A Fluorescent Penet. : N/A | 
METALLURGICAL EXAMINATION RESULTS 


AM e біле. 25 specimens Accept : .5 . Reject : . 0 .. Lab Mount,No. 2: 43961 . 
` GRAIN SÍ Í 


Кш нр "HEAD STRUCTURE : Accept LAPS : Accept — MICRO STRUCTURE. +: Accept 
FILLET COLD WORKED : Accept DECARB : Accept SEAMS : Accept CARBURIZED : Accept 


.. GRAIN FLOW GRAIN FLOW THREAD : Accept CRACKS : Ассерс THREAD RUN OUT : Accept 


MECHANICAL TESTS RESULTS 
ULTIMATE TENSILE STRENGTH (lbs.) — Loc. of Failure: Threads Minimum Req.: 2210 
ИС ЕН "7 баріе біле г 5 specimens Accept : 5 Reject : 0 "' Maximum Réq.: E 


Sámple Size i . 5 specimens Accept "Minimum Req. 


Sample Size : 5 Hardness Req. RC : 26-32 Hardness Results : 26-29 
Load (Lbs.) : 0 Temperature (Р) : 0 | Periodic test, REF Job No. ` 
Sample Size : 0 Hours : 0 
FATIGUE TEST COS SNA Cycles : 0 ^ Min Req. б 0 
Sample. Size Low Load (1bs.) : 0 High Load (1Б6.) : 220. 
TORQUE TEST — N/A : Sample Size : 0 Load (Lbs/in) E 0 : 
x. 225.7009 

“STRESS DURABILITY TEST N/A Sample Size : 0 LOAD (Lbs.) : 0 Hours: 0 ^ батылы foin 


STATEMENT OF.CONFORMANCE: 

This report melates only to items inspected/tested. Deviations from standard test methods, if any, are noted, and results from 
subcontracted inspection or testing, if any, are identified. А11 items were manufactured in the USA under a quality management 
system, which complies with ISO 9001 and with AS 9100. CALIFORNIA SCREW PRODUCTS CORP, hereby states: That the above product is 
mercury free; that the above listed lot has been produced, sampled, tested, inspected and marked in accordance with all require- 
ments and that the product complies with all specification and contract requirements; that evidence of which is in the files of 


of our company subject to examination. This report shall not be reproduced except in full, wnless authorized in riting by 
CALIFORNIA SCREW PRODUCTS CORPORATION. UI 

: | ТУ pINAV INS b [ ( 
AIC (Name, Signature, Stamp and Date} 
Form QCSP019 Form Revision Date: 06/06/2021! Release 1 А 
s -.- 
. C 04 \ |> 


Shipped From: 10000 NW 15 


ЖКХ 


Р.О. Box 025263, Miami, FL 33102-5263. + Tel: 305.925.2600 * Fax: 305.507.7191 
-Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 • SITA: MIAMMCR 


TERRACE, 


MIAMI, FL 33172 


www.KLXaerospace.com 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 


and the dimensions thereof have been measured by us, and based on the aforesaid, as well 


as the representation made to us by the manufacturers of the items subject of such purchase 


order, we hereby certify that such items are in conformity with all current governmental 


and manufacturer's requirements, specifications, drawings, and conform to the purchase 


order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


LNE# QUANTITY U/M PART-NUMBER 


CUST REFi 


FIRM: DART AEROSPACE LTD 


/ 


4. * . 


PURCHASE ORDER#: PO31953 


LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


3 100 EA AN3C3A 


Inv # 04/07/16 


AN3C3A 


71507 MAC PASTENERS ORFT4 


04/07/16 


Senior Director, Global Quality 


Form 67 Rev 1.0 


MACFASTENERS, INC. 


Packing List 
Bill KLX INC. Ship B/E AEROSPACE CONSUMABLES MGMT 
To: 10000 NW 15TH TERRACE To: 9835 NW 14th Street 
MIAMI, FL 33172 Miami, FL 33172 


| United States 


Shipment No: 70225 Customer Code: BE AEROSPACE 
Shipment Date: 06/28/15 Phone: (305) 925-2600 
Ship Via: United Parcel Service PO Number: ONPR49 


Order Number: 47766 Terms: Net 30 Days 
Order Date: 04/15/13 


LOT #71507 
| 
———— Quantity --------- Job 
Item Open Shipped Back Ord Canceled Unit Description Revision Number 
7 50,000 49,075 0 925 M AN3C3A Bolt, machine-- Aircraft 71507 
{ 
| 
Packing Clerk's Initials Received In Good Order By 
MACFASTENERS, INC. B/E AEROSPACE CONSUMABLES MGMT 


Page 1 of 1 


|OBKLX S cn 


Р.О. Box 025263, Miami, FL 33102-5263 * Tel: 305.925.2600 • Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 > SITA: MIAMMCR 
www.KLXaerospace.com 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
as the representation made to us by the manufacturers of the items subject of such purchase 
order, we hereby certify that such items are in conformity with all current governmental 

and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LNE# QUANTITY U/M PART-NUMBER CUST REF# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


9 80 EA АМ6-12А 68644 MAC FASTENERS ORFT4 


04/07/16 


Senior Director, Global Quality 


Inv # 04/07/16 


Form 67 Rev 1.0 


| MAC FASTENERS, INC. ЭС a 
- | 1110 ENTERPRISE | | 
| OTTAWA, KANSAS 66067 


CERTIFICATE OF CONFORMANCE 
AND 
MANUFACTURER'S AFFIDAVIT 


CUSTOMER: B/E REROSPAGE - PO: ORHB35 
PART NUMBER: AN6-12A REV: 2 LOT NUMBER: 68644 
MANUFACTURED QUANTITY: 24,000 MILL HEAT NUMBER: 8099283 


COUNTRY OF ORIGIN: UNITED STATES OF AMERICA 


1 
1 
DFARS 252.225.7009 Compliant 


жақа MERCURY FREE CERTIFICATION 


MacFasteners Inc. certifies that the parts referenced in the above lot number 
do not contain Mercury or Mercury compounds, and were 
manufactured in a Mercury free environment. 


We certify that the parts furnished against the above referenced purchase order were manufactured 
by MAC FASTENERS, INC. within the United States, and were processed in accordance with all 
applicable drawings and specifications. 


Objective evidence of compliance is on file, subject to examination upo 


DATE: 10/02/13 


MacFasteners, Inc. is an AS9100C Regestered Company- SAI GLOBAL - 0058029 


лКЕХ 


P.O. Box 025263, Miami, FL 33102-5263 • Tel: 305.925.2600 • Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 • SITA: MIAMMCR 
www.KLXaerospace.com 


hippe 
Ped Pr, 
mi 10000 Nw 
5 TERRACE, MIAMI, FL 33172 


Material Certification 


a Set forth on the purchase order referred to below have been visually inspected 

as the | imensions thereof have been measured by us, and based on the aforesaid, as well 

TM ыз made to us by the manufacturers of the items subject of such purchase 
' € hereby certify that such items are in conformity with all current governmental 


anq 

m 

o anufacturer's requirements, specifications, drawings, and conform to the purchase 
e 


Fr Е 
U.S 9quirements. Said items are in new condition and have not been obtained from any 


С 
OVernment ог Military source and аге traceable to KLX Aerospace Solutions. 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


CUST ВЕР# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


AN3C4A 72256 MAC FASTENERS ORFT4 


04/07/16 


Senior Director, Global Quality 


Form 67 Rev 1.0 


NENNEN RR ar aaaaaaarWA r a a Im G С 


Bill KLX INC. 


To: 10000 NW 15TH TERRACE 


MIAMI, FL 33172 


Shipment No: 
Shipment Date: 
Ship Via: 


Order Number: 
Order Date: 


MACFASTENERS, INC. 


Packing List 


Ship B/E AEROSPACE CONSUMABLES MGMT 
To: 9835 NW 14th Street 
Miami, FL 33172 
United States 


69601 

05/22/15 

United Parcel Service 
50586 

03/17/14 


Customer Code: BE AEROSPACE 
Phone: (305) 925-2600 
PO Number: OWXF63 
Terms: Net 30 Days 


LOT #72256 
Quantity | | Job 
Item Open Shipped Back Ord Canceled. Unit Description. Revision Number 
1 75,000 79,738 0 M AN3CAA Bolt, machine-- Aircraft 72256 


Packing Clerk's Initials 
MACFASTENERS, INC. 


~ 


———————————————————— 


Received In Good Order By 
B/E AEROSPACE CONSUMABLES MGMT 


Page 1 of 1 


MAC FASTENERS, INC. 
^| 1110 ENTERPRISE 
_ |. OTTAWA;KANSAS 66067 ` . 
CERTIFICATE OF CONFORMANCE 
AND 
MANUFACTURER'S AFFIDAVIT 


CUSTOMER: KLX AEROSPACE SOLUTIONS PO: OWXF63 


PART NUMBER: AN3C4A REV: 3 LOT NUMBER: 72256 


MANUFACTURED QUANTITY: 90,000 MILL HEAT NUMBER: 573669 


COUNTRY OF ORIGIN: UNITED STATES OF AMERICA 


DFARS 252.225.7009 Compliant 


MERCURY FREE CERTIFICATION 


MacFasteners certifies that the parts referenced in the above lot number 
do not contain Mercury or Mercury compounds, and were 
manufactured in a Mercury free environment. 


We certify that the parts furnished against the above referenced purchase order were manufactured by MAC 
FASTENERS within the United States, and were processed in accordance with all applicable drawings and 
specifications. Objective evidence of compliance is on file, subject to examination upon request. 


Mac Fasteners is a DISC QSLM approved Manufacturer - CAGE Code ORFT4 
Mac Fasteners is an Airbus approved Supplier - 203399. 


DATE: 05/22/15 
SURANCE REPRESENTATIVE 


16 24 EA АМ6-40А 


EL Ñ : : 1 of 1 
лкіх- c 


P.O. Box 025263, Я FL 33102-5263 • Tel: 305.925.2600 • Fax: 305.507.7191 
Flant Location: 10000 N.W. 15th Terrace!Miami, FL°33172 + SITA: MIAMMCR 
www.KLXaerospace.com 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been ШЫ by us; ànd based оп the aforesaid, as well 
as the representation made to us by the барыай of the items subject of such purchase 
order, we hereby certify that such items are in conformity with all current governmental 

and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


FIRM: DART’ AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LNE# QUANTITY U/M PART-NUMBER CUST REF# LOT-NUMBER MANUFACTURER 


CCODE Eff Date EXP DATE 


68701 MAC FASTENERS ORFT4 


+ 
i 


Inv # 04/07/16 


m d 


: P "E 
E V ux A 
= 


T 
MAC FASTENERS, INC. | p 
1110 ENTERPRISE  22.-- ЖОС сылат 
___|_ OTTAWA, KANSAS 66067 


| | CERTIFICATE ОЕ CONFORMANCE 
he 7 AND 
MANUFACTURER'S AFFIDAVIT 


CUSTOMER: B/E AEROSPACE PO: ORFT61 
PART NUMBER: AN6-40A REV: 3 LOT NUMBER: 68701 
MANUFACTURED QUANTITY: 6,000 MILL HEAT NUMBER: 8195136 


COUNTRY OF ORIGIN: UNITED STATES OF AMERICA 


DFARS 252.225.7009 Compliant 


MERCURY FREE CERTIFICATION 
MacFasteners certifies that the parts referenced in the above lot number 
| do not contain Mercury or Mercury compounds, and were 
; manufactured in a Mercury free environment. 
i 


We certify that the parts furnished against the above referenced purchase order were manufactured by MAC 
FASTENERS within the United States, and were processed in accordance with all applicable drawings and 
specifications. Objective evidence of compliance is on file, subject to examination upon request. 


Mac Fasteners is a DISC QSLM approved Manufacturer - CAGE Code ORFT4 
Mac Fasteners is an Airbus approved Supplier - 203399 


E 


EE 


AIRE 
M 


DATE: 10/26/14 
QUALITY ASSURANCE REPRESENTATIVE 


5 A | D. 2655 HARRISON AVE. SW 
| j CANTON, OH 44706 

2 aw _ PHONE: (330)430-6190 
AENEN/IWDUSTFHES == FAX: (330)430-6199 


MANUFACTURER OF AEROSPACE FPNRODUOTS 


| C. | CERTIFICATE OF CONFORMANCE 
i 

| B/E AEROSPACE 

24 ( ` 


I Hereby Certify that on 2/4/13 Airfasco Industries provided the supplies called for by Contract/ PO 
Number 0MSJ66 in accordance with all applicable requirements for shipment. I further state that the 
process certifications are in conformance with the contract requirements, including specifications 
and/or drawings, physical item identification (part number) and the quantity shown on this or attached 
acceptance document. The part numbers certified below have been manufactured in the United States. 
DFAR 252.225-7014 ALT 1 compliant in fastener base raw material melt scurce only, with heat 


. number and country, does not include the post cadmium.metal plating. v 


PART NUMBER LOT NUMBER | QUANTITY OT NUMBER QUANTITY 
АМ5-36А 12282 [10000 | 


[е АДЫМ 

| ү с] 
БИ NEMPE ENDE 
NES. 


` 
A YE 
> | T 1 


Р ЕКІ е4-- 


Y Е ша а = . — ———c ---- 


Dl к сс RU i P.O. Box 025263, Miami, FL 33102-5263 • Tel: 305.925.2600 - Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 • SITA: MIAMMCR 
www.KLXaerospace.com 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
as the representation made to us by the manufacturers of the items subject of such purchase 
order, we hereby certify that such items are in conformity with all current governmental 

and manufacturer's requirements, specifications, drawings, and conform to the purchase 


order requirements. Said items are in new condition and have not been obtained from any ` 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


ч 


+ 


LNE# QUANTITY U/M PART-NUMBER CUST КЕР# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


14 500 EA MS21042L4 MS21042L4 45881-000 MACLEAN-ESNA 019L2 


` 04/07/16 


Senior Director, Global Quality 


2 
Y 
y T 
s 


Uo Inv # 04/07/16 


Form 67 Rev 1.0 


` ` ` 
` 


"MACLEAN-ESNA 
A MACLEAN-FOGG COMPANY 
POCAHONTAS, ARKANSAS 72455 


CERTIFICATE OF QUALITY COMPLIANCE 
DATE: 10/30/2014 


ТО: B/E AEROSPACE ESNA PARTNO. __ M52LF3324-4 
9835 NW 14TH ST MANUFACTURER'S LOT SIZE 'SIZE — 484849 | |. (APPROX. WT. COUNT) 
MIAMI, FL 33172 | MANUFACTURED UNDER SHOP ORDER | NUMBER 45881 - 000 - 
ORIGINATED AS SHOP ORDER NUMBER e DE pe 
CUSTOMERPO#  — 0PYW9! — — PACKING LIST #: 66145 
ESNAORDER# — — — 080310 QTY PACKAGED: --<- 2484000 
CUSTOMER PART # | MS21042L4 8 NAS1201-4 | сетш ан 


“ACCEPTANCE TESTS PER NASM25027 REV 1 


MATERIAL RAW MATERIAL TYPE 281 4037 WIRE ` DATE MFG: 07/28/14 


RAW MATERIAL CONFORMS ТО АМ5 6300Е AS EVIDENCED BY / THE ATTACHED MILL CERTIFICATION. ESNA SHOP 


ORDER NO. 4588! - 000 мш. НЕАТ NO. 10303760 - 7 2 MENDORLWIRETECH SS 


LUBRICANT TYPE EVERLUB 6 620С DRY FILM LUBE PER / А55272 TYPE! ` 
ACCEPTED 23HRS STRESS EMBRITTLEMENT LOADED TO 129 IN. LBS. MIN. 


FINISH FINISH TYPE CAD. PLATE TO SAE AMS сах P-416B, ТҮ! ll, с: 2 SM 


a n — 


AXIAL STRENGTH REQUIRED LBS. MINIMUM 6470 —— |. ALL SAMPLE PIECES TESTED MEET OR EXCEED 
EXCEEDS LBS. 6500 MINIMUM REQUIREMENTS. 
SAMPLE SIZE 27 _ PIECES. 


HARDNESS REQUIREMENT RC 43-46 IS .43 -45 


“CONFORMS DIMENSIONALLY TO MS21042L4 F PER NASM21042 REV 1& NAS 1294-4 REV 4. _ STANDARD. 


WORKMANSHIP 25127 
| BEARING SURFACE SQUARENESS AS S SPECIFIED PER “МА5М25027 REV: f 
DISCONTINUITIES | 
WITHIN LIMITS PER NASM25027 REV 1 AND MIL-STD-271D/ACN 1/ AND REV E/ NOTICE 2/ AND REV F/ NOTICE 1. 
АЅТМ-Е1444/Е1444М REV 12 MT PER SPEC 718 T SAMPLE SIEE МТУ EOE б 
ACCEPTED(PCS): 50 
PT PER SPEC 731 SAMPLE SIZE( PT - PCS): 0 


ACCEPTED(PCS): N/A 


This is to certify that all applicable plating, heat treating, and Inspection processing and that all material used in 

the manufacture of subject parts conform to the specification or drawings received by ESNA and set forth in the subject 
purchase order; that the parts are of good material and workmanship; and that all necessary records, including chemical 
and physical where applicable, will be made available for review upon request. The inspection and test reports provided 
represent the actual attributes of the items furnished on this contract and indicate full compliance with all applicable 
specification and contract requirements. 

This is to certify that the materials supplied against the subject order are free of contamination by presence of 


mercury. 


SIGNATURE. JI] ara Coun ___ 


TERESA MELTON, QUALITY ASSURANCE MANAGER 


FSCM/CAGE NO. 019L2 
Mara Kildow, Quality Technician 


QAF68 REV. 10-2-14 


KI X i Page: 1 of 1 


ls ES Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 * SITA: MIAMMCR 
www.KLXaerospace.com 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 

and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
as the representation made to us by the manufacturers of the items subject of such purchase 
order, we hereby certify that such items are in conformity with all current governmental 

and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


" 
H 
, 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LNE# QUANTITY U/M PART-NUMBER CUST REF# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


17 100 EA MS21042L6 MS21042L6 47578-000 MACLEAN-ESNA 01912 


04/07/16 


- Senior Director, Global Quality 


Inv # 04/07/16 


Form 57 Rev 1.0 


14074 — 


P.O. Box 025263, Miami, FL 33102-5263 . Tel: 305.925.2600 + Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172. SITA: MIAMMCR 
www.KLXaerospace.com _ - 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 ` 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
as the representation made to us by the manufacturers of the items subject of such purchase 
order, we hereby certify that such items are in conformity with all current governmental 

and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LNE&R QUANTITY U/M PART-NUMBER CUST REF# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


1 8 ЕА 1-206062-4 13225 TYCO ELECTRONICS GRE 77342 


04/07/16 


Senior Director, Global Quality 


Inv # 04/07/16 


Form 67 Rev 1.0 
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Р.О. Box 025263, Miami, FL 33102-5263 • Tel: 305.925.2600 • Fax: 305.507.7191--- - СС” 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 .*-SITA:-MIAMMCR 
www.KLXaerospace.com ` 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


— L 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
as the representation made to us by the manufacturers of the items subject of such purchase 
order, we hereby certify that such items are in conformity with all current governmental 

and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


f 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LNE# QUANTITY U/M PART-NUMBER CUST ВЕР# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


12 6 EA  AN833-6D 386561 DESIGNED METAL DBA P 14798 


04/07/16 


Senior Director, Global Quality 


Inv # 04/07/16 


Form 67 Rev 1.0 


NELSON Page 1 of 1 


ыр Inc. aac" es 


REFER TO INVOICE NO. 


QUR ORDER Nó. YOUR ORDER NO. TERMS DATE INVOICE NO. 
WAYBILL NO. i SHIP VIA 


‚1 602856 | 1604029 
KLX, INC. KLX, INC. 
10000 NW 15TH TERRACE 9835 NW 14TH ST 
MIAMI FL 33172-2756 MIAMI FL 33172 


DMC PART NO./CUSTOMER PART NO./REVISION M.CODE (ОТ NUMBER QUANTITY UNIT PRICE TOTAL 


AN833-6D 02 386561 2,049 

ELBOW š Partial 
FULL CERTS REV 8 

Freight 


CERTIFICATE ОР COMPLIANCE: "SELLER CERTIFIES ТНАТ DOCUMENTARY EVIDENCE IN THE FORM OF PHYSICAL AND CHEMICAL TEST 
REPORTS AND INSPECTION RECORDS ON THIS MATERIAL AND/OR PROCESSES INDICATING CONFORMANCE TO APPLICABLE SPECIFICATIONS 
ARE ON FIDE AND AVAILABLE FOR REVIEW AT THE SELLER'S PLANT". 


THE PARTS Iso SUMBITTED MEET DIMENSIONAL, FUNCTIONAL AND QUALITY REQUIREMENTS AS COVRED BY THE APPLICABLE PURCHASE 
ORDER, PART NUMBERS AND/OR SPECIFICATIONS. 


ъъ. 


ВҮ 
QUALITY ASSURANCE SUPERVISOR AUTHORIZED SIGNATURE 


DESIGNED. METAL CONNECTIONS WARRANTY - Designed Metal Connections, warrants each new unit sold to be free from defects in material and 
wardenship under normal use and service. Every unit is manufactured in accordance with the drawings, and/or specifications called for and current on the date 
the order for these parts was received. DMC obligation under this warranty Is limited to the correction or replacement of any unit which proves defective in material 
or workmanship under normal use and service within ninety (90) days after delivery to the first user provided this unit is returned to the DMC shipping point (or 
authorized distributor if purchased through this source) with all transportation charges prepaid and providing said unit is found to be defective by DMC inspection. 


If components other than those supplied by Designed Metal Connections are used in the assembly of the DMC unit, this warranty is limited only to the 


components we supplied and we assume no responsibility for the performance and/or reliability of the unit as a whole. In addition, we assume no liability for 
consequential or special damages resulting from the use of any of our products. This warranty is in lieu of all other warranties expressed or implied. 


SERVICE CHARGES consists of additional bookkeeping, statements and notices occasioned by failure to make payment on due date. 


| NELSON . | 
К Aerospace Inc. 


| 
Е CERTIFICATE OF 
=. voc ы __. . CONFORMANCE 
14800 S. Figueroa Street Gardena, CA. 90248-1795 í i š 
Tel: (310) 323-6200 Facsimile: (310) 329-2505 


Jun/16/2015 


att 


OMPONENT SU 


id AG. DOC 
255 ^ 


Berri баш» Ыы acd es DUAE toad ai ААРЫ 
AN833-6DF FORGING 


1502050015 RMLC:14D64601013 
PROCESS: 


BLUE ANODIZE PER MIL-A-8625F TY 2 CL 2 


(JENCO PLATING CERT. NO. 87062) 


MECHANICAL TEST CONTROL NUMBER: 44885 


Designed Metal Connections Inc., dba Permaswage US 
records on this materia 


° A certifies that documentary evidence in the form of physical and chemical test reports and inspection 
| апа / or processes indicating conformance to the applicable specification are on file and available for reviewat the sellers plant. 
The parts so submitted meet dimensional, functional and quality requirements as covered by the applicable purc 


hase order, part number and / or specifications 


Signature: : 
N MUS ORTEGA; NOHELY | 
Assembly C of C Title: Quality Assurance Representative Page 1 bt 1 
| 
І 


Shipped From: 10000 NW 15 TERRACE, MIAMI, 


| mug Kl X | ‘Page: 1 of 1 os 


P.O. Box 025263, Miami, FL 33102-5263 + Tel: 305.925.2600 • Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 • SITA: MIAMMCR 


www.KLXaerospace.com 


FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 


and the dimensions thereof have been measured by us, and based on the aforesaid, as well 


as the representation made to us by the manufacturers of the items subject of such purchase 


order, we hereby certify that such items are in conformity with all current governmental 


and manufacturer's requirements, specifications, drawings, and conform to the purchase 


order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


LNE# QUANTITY U/M PART-NUMBER 


6 100 EA AN4-16A 


Inv # 04/07/16 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


CUST REF# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


80774 MAC FASTENERS ORFT4 


04/07/16 


Senior Director, Global Quality 


ws 
e ` 


Form 67 Rev 1.0 


| 
ds 


Bill KLX, INC. 

To: 10000 NW 15th Terrace 
Miami, FL 33172 
United States 


71087 
08/30/15 


Shipment No: 
Shipment Date: 


Ship Via: 
Order Number: 
Order Date: 


53650 
01/15/15 


Item Open Shipped Back Ord 
2 20,000 17,418 0 


x 
0 
| 


Packing.Clerk's Initials 
MACFASTENERS, INC. 


Federal Express 


MACFASTENERS, INC. 
1110 Enterprise Street | 
Ottawa, KS 66067 
Phone: 785-242-8812 
Fax: 785-242-4616 


Packing List 


Ship KLX Aerospace Solutions 
To: 9835 NW 14th St 
Miami, FL 33172 
United States 


KLX 

(305) 925-2600 
022А286 

Net 30 Days 


Customer Code: 
Phone: 

PO Number: 
Terms: 


Quantity --- ------5---- 


Canceled Unit Revision 


2,582 M 


Description 
AN4-16A Bolt, machine-- Aircraft 


" Received In Good Order By 
KLX Aerospace Solutions 


Job 


Number 
80774 


Paae 1 of 1 


MAC FASTENERS, INC. 
1110 ENTERPRISE 
OTTAWA, KANSAS 66067 
CERTIFICATE OF CONFORMANCE 
AND Р 
MANUFACTURER'S AFFIDAVIT 


CUSTOMER: KLX AEROSPACE SOLUTIONS PO: 022А286 


PART NUMBER: AN4-16A REV: 3 LOT NUMBER: 80774 


MANUFACTURED QUANTITY: 21,000 MILL HEAT NUMBER: 8198502 


| 


COUNTRY OF ORIGIN: UNITED STATES OF AMERICA 


DFARS 252.225.7009 Compliant 


MERCURY FREE CERTIFICATION 


MacFasteners certifies that the parts referenced in the above lot number 
do not contain Mercury or Mercury compounds, and were 
manufactured in a Mercury free environment. 


We certify that the parts furnished against the above referenced purchase order were manufactured by MAC 
FASTENERS within the United States, and were processed in accordance with all applicable drawings and 
specifications. Objective evidence of compliance is on file, subject to examination upon request. 


Mac Fasteners is a DISC QSLM approved Manufacturer - CAGE Code ORFT4 
Mac Fasteners is an Airbus approved Supplier - 203399 


DATE: 08/20/15 
QUALITY ASSURANCE REPRESENTATIVE 


= KLX- Ж” 222 Равв:1 041... -- 


Р.О-Вох 025263, Miami, FL FL 33 33102-5263 . Tel: 305.925.2600 * Fax: 305.507.7191 
foy ФУЙҮ Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 * SITA: MAMMCR 
www.KLXaerospace.com 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
as the representation made to us by the manufacturers of the items subject of such purchase 
order, we hereby certify that such items are in conformity with all current governmental 

and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LNE# QUANTITY U/M PART-NUMBER CUST REF# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


18 50 EA М52105913 69710 PAOLO ASTORI A3856 


04/07/16 


Senior Director, Global Quality 


Inv # 04/07/16 


Form 67 Rev 1,0 


(oss PAOLO ASTORI SPA үе сос 


Via Mirabella, 9 - Maggiate.Superiore — — 7 | DOCUMENTO DI TRASPORTO (D.d. T.) 


28013 Gattico (NO) - ITALY | 
N° 1876 | Data 26/02/2016 


. Tel. (+39) 0322 838847 
9449 
KLX INC. 


Fax (+39) 0322 880198 
'Web: www.paoloastori.com 

10000 NW:15TH TERRACE 
.MIAMI - FL 


9835 NW 14TH ST. 


Cod.Cliente 331 72 MIAMI -FL US. 
Descrizione merce Ordine/Riga Data Ordine Quantita otto Peso locn ғ 
Part Number РО #/Line # РО Date Quantit den #)| (Weigth) 


М52105913(Аеу. REV2) 000H512/1. 10/06/2015 2600 69710 


MS21059L3(Rev. REV2) 000H512/1 10/06/2015 ` 6000 | 69710 
10/06/2015 6000 69710 


10/06/2015 6000 69710 


РЕ 


Destinazione (Ship To): 370 
KLX AEROSPACE SOLUTIONS- KLX INC. 


MS21059L3(Rev. REV2) ooHS12/ 


MS21059L3(Rev. REV2) 000H512/1 


MS210598L3(Rev. REV2) ооонтәл 10/06/2015 | ` 6000 N 69710 


MS21059L3(Rev. REV2) 000H512/1 10/06/2015 8000 М 69710 - ERE 
MS21059L3(Rev. REV2) 000H512/1 10/06/2015 6000 69710 


MS21059L3(Rev. REV2) 000H512/1 10/06/2015 6000 69710 


MS21059L3(Rev. REV2) 10/06/2015 


000Н512/1 - 


MS21059L3(Rev. REV2) 


0005127 


10/06/2015 


MS21059L3(Rev. REV2) 


MS21059L3(Rev. REV2) 000H512/1 10/06/2015 6000 N 69710 - X 


- SUPPLIES RELEASED IN ACCORDANCE WITH REQUIREM. OF BAE/AG/SCÍ PART з: “APPROVAL # BAE/AG/30631/MAA AND WITH AIRBUS SAS APPROVAL # 204788 Se sotto 
150 Ibs a con fedex ground, account #0331-01 49-0,mark: collect; ве sopra 150 Iba sped con fedex economy,account #018767 


Ж Seque su рат n° A 47 2 


Comprende DdT n? 


'Aspetto esteriore merce 


Modalità di consegna _ š "nns conducente 


PORTO ASSEGNATO : | 
Firma destinatario 


Firma primo vettore 


Tramite spedizione 

| VETTORE __ 

Causale trasporto - 

| VENDITA: APRODUZIONE _ 
Primo vettore : 
| FEDERAL EXPRESS EUROPE INC. # 03311 
Secondo vettore 


Data ritiro merce F 


01490 - EET +- 
: Data ritiro merce . Firma secondo vettore 


АІ SENS! DELL'ART. 13 D.LGS 196 DEL 30/06/2003 IL DESTINATARIO РИО: 
DEL 30/06/2003. SCRIVENI А PANI O ASTANA QDA VIA амсама л enne 


AVERE ACCESSO Al | SUOI I DATIE CHIEDERNE LA MODIFICA,COME PREVISTO DALL'ART.7 DEL D.LGS 198 


E rei astarr PAOLO ASTORI SPA | MEE 


Via Mirabella, 9 - MaggiateSuperiore-—-- — | DOCUMENTO DI TRASPORTO (D.d.T.) 


28013-Gattico (NO) - ITALY | 
N° 4876 Data 26/02/2016 ЕРТІП 


Tel. (t39) 0322 838847 
i 9449 
KLX INC. 


4 Fax (+39) 0322 880198 
< Мәр: www.paoloastori.com 

10000 NW 15TH TERRACE 
MIAMI - FL 


ШИШ - 


—— 


че "а: | 


` Destinazione (Ship To): 370 


KLX AEROSPACE SOLUTIONS-KLX INC. 
9835 NW 14TH ST. 


Cod.Cliente б 33172 MIAMI-FL US 
7 Descrizione merce d ita 

Pos, Part Number | | 

14 


Резо 
(Weigth) 


MS21059L3(Rev. REV2) 000H512/1 10/06/2015 .. 6000 


MS21059L3(Rev. REV2) 000H812/1 ` 


10/06/2015 | 6000 М 69710 


MS21059L3(Rev, REV2) 


ооонзәл — | 10/06/2015 6000 N | 69710 f х 


MS21059L3(Rev. REV2) 


1 ` 000H512/1 


10/06/2015 | 6000 | N | 69710 : X 


7 j | 
16 MS21058L3(Rev. REV2) 


22 
{23 QCIR#69710 FOR MS21059L3(Rev. REV2) X000H512/1 10/06/2015 1 N 


oo0H512/ | 10/06/2015 6000| N | 69710 : x 


' SUPPLIES RELEASED IN ACCORDANCE WITH REQUIREM. OF B AE/AG/SC1 PART 3- APPROVAL # BAE/AG/30831/MAA AND WITH AIRBUS SAS 


$ APPROVAL # 204788 Se sotto 
150 Ibs sped con fedex ground, account $0331-0149-0,mark:collect;se sopra 150 Ibs sped con fedex economy,account #018757 


Comprende DdT n* 


Аѕрёно esteriore merce 


em: 17808 TN 
Tramite spedizione 
VETTORE . NE 
Causale trasporto 


Seque su DdT n° 


Modalità di consegna | 
-РОВТО ASSEGNATO 
Data inizio trasporto 


| | Firma conducente 


Firma destinatario 


Primo vettore ` P Data ritiro merce 
-FEDERAL EXPRESS EUROPE INC. # 033101490 — ` STF 
Secondo vettore Data ritiro merce 


Firma primo vettore 


Firma secondo vettore _ 


А! SENSI DELL'ART. 13 D.LGS 196 DEL 30/08/2003 iL DESTINATARIO PUO' AVERE ACCESSO А! SUOI DATI E CHIEDERNE LA MODIFICA,COME PREVISTO DALL'ART.7 DEL O.LGS 196 
DEL 30/06/2003, SCRIVENDO A PAOLO ASTORI SPA, VIA MIRABELLA а. 28012 MAGRIATE GHOEDIADE mme nine 


PAOLO ASTORI SPA CORE cc неа 
Via Mirabella, 9 - Maggiate Superióré | | | | . 
28013 Gattico (NO) - ITALY -. ! CERTIFICATE OF CONFORMANCE 


Tel. (+39) 0322 838847 
Fax (*39) 0322 880198 
Web: www.paoloastori.com 


N^ 1876 | Date 26/02/2016) Pag. 1/2 


Purchased by: 
KLX INC. 
` 10000 NW 15TH TERRACE 
MIAMI - FL 
USA 
Shipped to: 


KLX AEROSPACE SOLUTIONS-KLX INC. 
9835 NW 14TH ST. 


` This is to certify that goods listed below have been inspected in our 
plant and are up to your orders and to the specifications of the 
drawings mentioned therein. 


Country of origin is ITALY. 


5 Ст T | C ti 

. Part Number | Purchase Order | РО Date | Quantity г UM. ; Batch# ; E pae І 
‚ MS21058L3(Rev. REV2) р h p ! 
1 i 000Н512/1 i 10/06/2015 | 2600: М | 69710 


000H512/1 : 10/06/2015 : 


000H512/1 


` 10/06/2015 | 
oooHs121 — ' 10/06/2015 | 6000, N Í 69710 


. O00H512/1 Í 10/06/2015 


000H812/1 i 10/06/2015 | 
oo0HS:2^ —— |.10/06/2015 1 6000. N 69710 


oonsias — |.10/06/2015 | © 6000; N | 69710 | 


o0H5121  .. 10/06/2015 | - 6000 | 


coos — ! 10/06/2015 | 


| — osi — ' 10/06/2015 | 6000. N | 69710 


Б : MS21059L3(Rev. 
12 . ! 


000H512/ 10/06/2015 | 6000: N | 69710 


000H512/1 : 10/06/2015 6000 м : 69710 


23) APPROVAL # BAE/AG/30631/MAA AND WITH AIRBUS SAS APPROVAL # 204788 Se sotto 
con fedex economy,account #018757 


EN 
% я 
t SUPPLIES RELEASED IN ACCORDANCE WITH REQUIREM, ОЕ деде 
150 Ibs sped con fedex ground, account #0331-0149-0,mark:collect;se sopra 150.1 


Airbus approval # 204788 - BAE Approval # BAE/AG/30 


531/МАА - Complies with DFARS 252.225-7014. 
Agusta-Westland QRS01 approval it A/0047 ч 


Ай claims regarding the parts in subject must be reported to seller promptiy. Credit or replacement of parts may be limited to those parts for 
which traceability has been mantained by the buyer. The seller manufacturing lot identification number and return authorization (RMA) must 
accompany all returns: Any discrepancy claimed by the Customer must be made in writing to seller not later than ninety (90) days after the 
shipping date. The liability of seller on parts found'to be defective is limited to replacement or rework of such goods, at seller option, and in no 


case is to exceed the invoice value of such goods. Under no circumstance will seller be liable for damages or cost incurred by buyer or 
subsequent user beyond the invoiced value of the parts in subject. ` 


MOD. CERCON-05 


PAOLO ASTORI SPA ts ü "rc 


Via Mirabella, 9 - Maggiate Superiore ^ ^. | A | | | 
28013-Gattico (NO) - ITALY | : ` CERTIFICATE OF CONFORMANCE 


Tel. (+39) 0322 838847 
Fax (+39) 0322 880198 
Web: www.paoloastori.com 


N° 1876 Date 26/02/2016, Pag. 2/2 
Purchased by: 


KLX INC. | 
. 10000 NW 15TH TERRACE 
MIAMI - FL v 
| USA 
This is to certify that goods listed below have been inspected in our š 
plant and are up to your orders and to the specifications of the Shipped to: ` 


drawings mentioned therein. 


KLX AEROSPACE SOLUTIONS-KLX INC. 
9835 NW 14TH ST. 


Country of origin is ITALY. 


А Part Number 
t MS21059L3(Rev. REV2) 


| Purchase Order | PODate | Quantity ` : UM. i; Batché 


14 ' 000Н512/1. 


000H512/1 i 10/06/2015 | 


000H512/1 


: 10/06/2015 ; 


ооонвтәл — . 10/06/2015 | 


000H51271 ; 10/06/2015 | 


000H512/1 


; 10/06/2015 | 


соон — : 10/06/2015 |. 


000H512/1 


` 10/06/2015 | 


шонвгл — : 10/06/2015 | 


000H512/1 


; 10/06/2015 


ту 
€ 


- SUPPLIES RELEASED IN ACCORDANCE WITH REQUIREM. OF BAE/AG/SC1 PAR T. 3- APPROVAL # BAE/AG/30631/MAA AND WITH AIRBUS SAS APPROVAL # 204788 Se solto 
{150 Ibs sped сп fedex ground, account #0331 -0149-0,mark:collect;se sopra 150 ibs sped con fedex economy, accourt #018757 
E Я d 


Airbus approval # 204788 - BAE Approval # BAE/AG/30631/MAA - Complies with DFARS 252:225-7014. 


Agusta-Westland QRS01 approval  A/0047 . ` 


All claims regarding the parts in subject must be reported to seller promptly. Credit or replacement of parts may be limited to those parts for 
which traceability has been mantained by the buyer. The seller manufacturing lot identification number and retum authorization (RMA) must 
accompany all returns. Any discrepancy claimed by the Customer must be:made in writing to seller not later than ninety (90) days after the 
shipping date. The liability of seller on parts found to be defective is limited to replacement or rework of such goods, at seller option, and in no 


case is to exceed the invoice value of such goods. Under no circumstance will seller be liable for damages or cost incurred by buyer or 
subsequent user beyond the invoiced value of the parts in subject. ^ ` : 


MOD. CERCON-05 


: K KLX TT | Раде: 1 of 1. .-~--— 


P.O. Box 025263, Miami, FL 33102-5263 * Tel: 305.925.2600 * Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 * SITA: MIAMMCR 
www.KLXaerospace.com 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
as the representation made to us by the manufacturers of the items subject of such purchase 
order, we hereby certify that such items are in conformity with all current governmental 

and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LNE# QUANTITY U/M PART-NUMBER CUST КЕР# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


16 2 ЕА MS17984C310 1563187 AVIBANK MFG. 84256 


04/07/16 


Senior Director, Global Quality 


Inv # 04/07/16 5 


Form 67 Rev 1.0 


4%% DEARS ** ** CERT Q13-P ** 


ЕС“ F CS - < 


ш NN <. 
AEROSTRUCTURES DIVISION, А РОС COMPANY 


-1. 11500 SHERMAN WAY * NORTH HOLLYWOOD, CA 91605 


PHONE: (818) 392-2100 e FAX: 818) 255-2094 


No ozone depleting 5 


stances us 


in processes. 


163866 

KLX.INC. (MIAMI) 

10000 N.W. 15TH TERRACE 
D | 

MÍAMI, FL 

USA 33172 


ITEM NO. МО. SHIPPED UNITS 


PSH 363159 


*** 3L AX **k 
AP 33.0 


тәме 


1 1507 E (БІСЗВА105 


HIPS: 1 
EA : 

SHIPH: 1 
AREA :C6 
ӨНІРЯ: 
EA :C6 
SHIP#: 1 
EA :NS 


1 L 270-CERT 
CHEM/PHYS 
1 

SHIP#: 1 


AREA : 


ANCE WITH ALL APPLICABLE REQUIREMENTS OF SECTIONS 6, 7, 
DEPARTMENT OF LABOR ISSUED UNDER SECTION 14 THEREOF." 


FEDEX ACCT# 0331-0149- 


GHIPH: 1 
S 


ET EDU Ек 
NOTICE - IF INVOICE IS NOT RECEIVED WI 
ANY CLAIM SHORTAGES OR ADJUSTMENTS MUST BE MADE WITHIN 1 


0 


C.B. 


QTY : 
AISLE 
QTY : 
AISLE 
QTY : 
AISLE 
ОТҮ : 
AISLE 


AISLE 


oe 


і 


ITHIN 10 


CUAUSES A,A.1,B,C,E,H,P,U, he 
CHG 1. ISS (01/2/16 TO REMOVE NB4 ¿ND SHIP STOCK PER KLX 


PRIORITY| LIST Q4CY2015 


447 


1002 


DAYS OF SHIPMENT, PLEASE NO 
О DAYS FROM RECEIPT OF GOODS. "WE HEREBY 
& 12 OF THE FAIR LABOR STANDARDS ACT, AS AMENDED, AN 

NO OZONE DEPLETING SUBSTANCES USED IN PROCESSE 


0 
WI-14-AMS-004 REV:NC 


EN —— 
PACKING SLIP 


KLX, INC. 


APPLY 


LOT:1582928 
SEC: 
LOT:1557890 
SEC:12 
LOT:1582929 
SEC:3 
LOT:1563187 
SEC:16 


SEC: 


9835 NW 14TH ST 


93 


e AR 
TIFY US IMMEDIATELY. 
CERTIFY THAT THESE GOODS W 
D OF REGULATIONS AND 


ERE PRODUCED IN COMPLI- 
ORDERS OF THE UNITED STATES 
S. PARTS ARE MERCURY FREE OF CONTAMINATION. 


Mt Щ 


жж жж CERT Q13-P ** 


| Ene = ES . 


t 


PHONE: (8 


255-2094 
eting S 


18) 392-2100 © FAX: (818 
15) 38221005 18 49) 


No ozoné depl 


103866 
KÚX INC. (MIAMI) 
10000 М.М. 15TH TERRACE 


MIAMI, FL 
USA — 


ITEM NO. 


TO OUR VALUED CUSTOMERS 
(RMA) 
PRODUCTS RETURNED TO AV 
TO REQUEST A RMA NUMBER 
818/392-2100 


THESE COMMODITIES IF EX 
FROM AVIBANK MFG., INC. 


REGULATIONS OR INTERNAT 


TO U.S. LAW IS PROHIBIT 
COMPLIANT WITH DFARS 25 


D: qme DÀ 

2 um dungen 2 
NOTICE - iF INVOICE IS NOT RECEIVED WITHIN 10 DAYS OF SH 
TAGES OR ADJUSTMENTS MUST BE MADE WITHIN 10 DAYS FROM RECEIPT OF 


ANY CLAIM shon 
ANCE WITH ALL APPLICABLE REQUIREMENTS OF SECTIONS 8, 7, & 12 OF THE FAIR LABOR STAN 


DEPARTMENT OF LABOR ISSUED UNDER SECTION 14 THEREOF." 


WI-14-AMS-004 REV:NC 
t 


m Nw s _ 
AEROSTRUCTURES DIVISION, А РСС COMPANY 


11500 SHERMAN WAY * NORTH HOLLYWOOD, CA 91605 


in processes. 


A RETURN MATERIAL AUTHORIZATION 
NUMBER IS REQUIRED FOR ALL 


YOUR AVIBANK SALES ASSOCIATE AT 


ACCORDANCE WITH EXPORT ADMINISTRAT 


IN ARMS REGULATIONS. DIVERSION CON 


IPMENT, 


NO OZONE DEPLETING SUBSTANCES USED IN 


. ___ ШИШИ ` stiprer 
PACKING SLIP 


KLX, INC. 
9835 NW 14TH ST 


MIAMI, 
USA 


FL 
33172 


BACKORDEREO 


IBANK 
CONTACT 


PORTED 
ARE IN 

ON 

C 

TRARY 


IONAL TRAFF 


ED. 
2.225.7014 ALT 1 


EE QS БНР 
PLEASE NOTIFY US IMMEDIATELY. 

GOODS. "WE HEREBY CERTIFY THAT THESE GOODS WERE PRODUCED IN COMPLI- 

DAROS ACT, AS AMENDED, AND OF REGULATIONS AND ORDERS OF THE UNITED STATES 

PROCESSES. PARTS ARE MERCURY FREE OF CONTAMINATION. 


BE Қ 


i 


T SHIPPER 
aon 


тени сын dens ates ear ШИ. ae 
м ЧА = ч 2.5 CONFORMANCE 
REOS NULL UNE DIVISION, A РСС COMPANY 


11500 SHERMAN WAY е NORTH HOLLYWOOD, СА 91605 
PHONE: (818) 392-2100 e FAX: 818) 255-2094 
5 5 


No ozone depleting ances us in processes. 
103866 KLX, INC. 
KLX INC. (MIAMI) 9835 NW 14TH ST 


10000 N.W. 15TH TERRACE 


MIAMI, FL MIAMI, FL 
USA 33172 USA 33172 


ITEM NO. МО. SHIPPED UNITS PART NUMBER / DESCRIPTION SACKOPOEEE6 


0331-0149-0 


QAP 33.0 CLAUSES A,A.1,B,C, ІНЕН P, U, V APPLY 


ST 04СҮ2015. С.В. 
LC3BA10S 5% * 

51798 C310. I 

ӨНІР “1 Ë Ory LOT:1582928 

s ÁREA :% AISLE SEC: 

SHIP#: 1 QTY : LOT: 1557890 

"AREA :C6 AISLE SEC:12 

SHIPH: 1 ОТҮ: LOT: 1582929 
EA :C6* ` "«ATSLE SEC:3.: 

|SHIP#: E ry : LOT; 1563187 

AREA :NS = AISLE . SEC: 16. 


270-CERT 
CHEM/ PHYS 


the above purchase order. We further certify that the parts are manufactured in accordance with applicable drawings or specifications current on 
the date on which the order was placed. Test reports covering materials in these parts, and indicating conformance with applicable specifications, 
are an file and subject to examination. No ozone depleting substances were used in processes. Parts are mercury free of contamination. 


WI-14-AMS-004 REV:NC 


ene *D ЕЯ PA CERT Q13-P ** e ed Erin es ЛІ oo 


Ae Es са INEI "CERTIFICATE OF 


./ E-E ac. CONFORMANCE 


AEROSTRUCTURES DIVISION, A РСС COMPANY 


11500 Айе кдын WAY * NORTH HOLLYWOOD, СА 91605 


HONE: (818) 392-2100 © FAX: (818) 255-2094 
No ozone deplet tng e stances Used ›2® processes. 


103866 
KLX INC. (MIAMI) 
10000 N.W. 15TH TERRACE 


KLX, INC. 
9835 NW 14TH ST 


MIAMI, FL MIAMI, FL 
USA USA 


` SHIPPER 


ITEM МО. NO, SHIPPED UNITS PART NUMBER / DESCRIPTION SAGKORSESED 


TO OUR VALUED CUSTOMERS 
A RETURN “MATERIAL AUTHORIZATION 

(RMA) NUMBER IS REQUIRED FOR ЧАНГ, 
PRODUCTS"RETURNED TO AVIBANK 

TO REQUEST A RMA NUMBER CONTACT 

YOUR AVIBANK SALES; ASSOCIATE AT 


818/392- 2 фа VY ` 


THESE coop rd IF EXPORTED 
FROM АУТВАМКАМЕС., INC. ARE IN 
ACCORDANCE WITH EXPORT ADMINISTRATION 
| REGULATIONS OR INTERNATIONAL TRAFFIC 
ІМ ARMS REGULATIONS. DIVERSION CONTRARY 
TO U.S. LAW IS PROHIBITED. 
COMPLIANT WITH DFARS 252.225.7014 


ALT 1 


We hereby certify that all materials used in n the manufacture bf parts covered by this report conform to the gial specifications called for by 
the above purchase order. We further certify that the parts are manufactured in accordance with applicable drawings or specifications current on 

the date on which the order was placed. Test reports covering materials in these parts, and indicating conformance with applicable specifications, 
aro on file and subject to examination. No ozone depleting substances were used in procasses. Parts are mercury free of contamination. BY: 


WI-14-AMS-004 REV:NC 


АУ АМК MFG., IN 


Shipped From: 10000 NW 15 TERRACE, MIAMI, 


E KLX - Page: 1 of 1 


P.O. Box 025263, Miami, FL 33102-5263 E Tel: 305.925.2600 • Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 * SITA: MIAMMCR 


www.KLXaerospace.com 


FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 


and the dimensions thereof have been measured by us, and based on the aforesaid, as well 


as the representation made to us by the manufacturers of the items subject of such purchase 


order, we hereby certify that such items are in conformity with all current governmental 


and manufacturer's requirements, specifications, drawings, and conform to the purchase 


order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


LNE# QUANTITY U/M PART-NUMBER 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


CUST REF LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


20 20 EA М521083С8 


Inv # 04/07/16 


39223-000 MACLEAN-ESNA 019L2 


04/07/16 


Senior Director, Global Quality 


ғ 


Form 67 Rev 1.0 


| p " | ; m | 
— 07 Qe) 9) MACLEAN-ESNA 
MANUFACTURER' S. AFFIDAVIT | 


j, Cliff Rufstedler о hereby certify that the below named parts 


o bow | 
| 

were a ЖЕСЕ бу. MacLean-ESNA located at 
— 7 (Company Name) | 


} н i I Г 
Sil Country Club. Rd.. Pocahontas, AR Лаб 


ИННИИ АЕ. 


(City) (Slate) i (cip vpde) 
i 
„PartNo, | — ^ " ^  [PartDescripton — ` NEUEM жа | 
180846 _ Ламтє- ово . | "Us Lies cr AL сы ы! " 
-Lust PA MSAd 08308 ЖС MD fe | 


| further-centify that should any change in the manufacturing process occur which changes the country ot 


origin; | wil immediately notify M&M Aerospace Hardware, Inc. in writing and provide a new 
Manufacturer's Affidavit. | 


M. 


IS dit Б а Ie 


Plant Manager | 


(Tule) ^ 


P E, H / OB. mM = 


HUS DOCUMENT IS INTENDED ONLY FOR THE USE OF THE PERSON(S) TO WHOM IT 15 ÁDDRESSED, IT MAY CONTAIN 


Ара 


тосо in erar, p 


t MACLEAN-ESNA— ^ 77 — 
` AMACLEAN-FOGG COMPANY 
611 COUNTRY CLUB ROAD 


b. 7 POCAHONTAS, ARKANSAS 72455 
M (870) 892-5201 


— 


TO: M&M AEROSPACE HARDWARE DATE: 8/19/2008 
10000 N.W. 15 TERRACE 
MIAMI, FL 33172 


SUBJECT: YOUR ORDER NUMBER OFL390 ITEMNUMBER 1 
ESNA ORDER NUMBER 052910 
FSCM/ CAGE NUMBER 019L2 
YOUR PART NUMBER MS21083C8 
CERTIFIED AS MS21083C8 PER NASM21083 REV 1 
ESNA PART NUMBER 79МТЕ-080 
QUANTITY . 50000 
PACKING LIST NUMBER 46527 
SHOP ORDER NUMBER 39223 - 000 
Gentlemen: T E 


i 


This is to certify that all applicable plating, heat treating, and inspection processing and that all material used in 

the manufacture of subject parts conform to the specification or drawings received by ESNA and set forth in the subject 
purchase order: that the parts are of good material and workmanship; and that all necessary records, including chemical 
and physice | where applicable, will be made available for review upon request. The inspection and test reports provided 
represent the actual attributes of the items furnished on this contract and indicate full compliance with all applicable 
specification and contract requirements. 


This is to се rtify that the materials supplied against the subject order are free of contamination by presence of 
mercury. 


Very truly урша 


i 


MACLEAN-ESNA 
A MACLEAN-FOGG COMPANY 


Lo 
apa 2 


1. Jim Earley 
Quality Assurance Manager 


NOTE: The magnetic permeability of subject parts was tested and found to be less than 2.0 (air = 1.0) for a field 
strength of H = 200 cersteds using an indicator in accordance with ASTM A342. 


S58MAGP REV. 5-11-99 
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Р.О. Box 025263, Miami, FL 33102-5263 • Tel: 305.925.2600 • Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 • SITA: MIAMMCR 
www.KLXaerospace.com 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
as the representation made to us by the manufacturers of the items subject of such purchase 
order, we hereby certify that such items are in conformity with all current governmental 

and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LNE# QUANTITY U/M PART-NUMBER CUST REF# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


15 100 EA М52104215 M821042L5 45622 ALCOA FASTENING/REPU 52828 


04/07/16 


Inv # 04/07/16 


Form 67 Rev 1.0 


„Ж. 
Systems . 
Sold To: КЕ 
В/Е AEROSPAC 
АТТЫ: "ACCOU 
Р.О. BOX 025 
MIAMI, FL 33 
USA 


Shipped From 
ALCOA FASTEN 
AEROSPACE РЕ 
NEWBURY PARI 
1300 Rancho 
Newbury Park 
TEL: (805) 4 


Ship Via: F 
INCO Terms: F 


Ln Item Name 


7 RH30AS 
Ln Item Numbi 


Loc/Lot: 
HTS CODE: 
SCHEDULE- 
The expor 
export 1 


end coi 


1 


This is to certify 
the contract, | 
required process 
subject to exami 
full and relates 


| 
ALL CLAIMS REGARDING ТЕ 
TRACEBILITY HAS BEEN MA 
ACCOMPANY ALL RETURNS 


DOCUMENTS AND THE DES 
HEREON. 


Alcoa | e "ond 77 ME 


Fastening алссол Shipper ID: 895210 
Systems Page: 1 


Sold for 5574 
B/E AEROSPACE, INC. 
ATTN:| ACCOUNTS PAYABLE 
P.O. BOX 025263 

MIAMI} FL 33102-5263 
USA 


Ship To: 55740014 
B/E AEROSPACE CONSUMABLES 
9835 NW 14TH ST 
MIAMI, FL 33172 
USA 


Shipped From: 
ALCOA” FASTENING SYSTEMS 

AEROSPACE PRODUCTS 

NEWBURY PARK, REPUBLIC OPERATIONS 
1300 Rancho Conejo Blvd 

Newbury Park, CA 91320 

TEL: (805) 262-4200 


Ship Date: 09/17/14 
Print Date: 09/17/14 

Time: 09:57:29 
Container/Weight: 


Carrier Shipment Ref: 
Bill Lading #: 


Ship Via: FED EX OVERNIGHT 


INCO Terms: FCA NEWBERY PARK 895210 


SHIP VIA : FED EX OVERNIGHT 

BUYER: ROHAN JOHNSON PHONE: 

MATERIAL COMPLIES WITH DFARS 252.225-7009 PREFERENCE FOR DOMESTIC SPECIALTY 
METALS" WITH ITS ALTERNATE 1. 


** BAR CODE PER QAP 33 CLAUSE P REQUIRED *** 
we QAP 33.0 REV G CLAUSES: A,A.1,B,C,E,H,P,U,V. 
APPLIES. 
***REV. LATEST 
RELEASE # WO190MMR88 
03/18/14 ADDED TO THE MILESTONE UPDATED TO SHIP OVERNIGHT-AA 
02/20/14 PER MILESTONE CALL MYRRA AND MARIA OK TO SPLIT ORDER FROM REPUBLIC 
TO FULLERTON SO# F497806 BE WANTS TO TAKE 7,350 PCS IN STOCK FROM FULLERTON 
NEW SALES ORDER WAS CREATED FOR FULLERTON STOCK-AA 
05/12/14 ADDED TO THE MILESTONE UPDATED TO SHIP OVERNIGHT-AA 
Sales Order: F454386 Order Date: 01/24/13 Purchase Order: OMMR88 
Remarks: CONNIE ` 
Ln еп Number 


CLAUSE A.3 GENERAL TERMS 


Rev Qty Shipped Qty B/O UM 


Description 


1 
7 RH30A5 Hex Nut, 8740, TSO-C148 70045.0 7485.0 EA * 
Low Height, Lightweight 
Cust Line #: 7 
Customer Item: MS21042L5 
{ 
Ж CERTIFICATE ОЕ CONFORMANCE i " 


This is to certify that all items noted above were produced in conformance with \ 

the contract, drawing specifications, and other applicable documents. All 2. 
uired process certifications, chemicals and physical test reports аге on file 

subject to examination. This document must not be reproduced except in Name 


full and relates only to the items tested. - 


co e 


A.F.S. Republic 


ALCOA GLOBAL FASTENERS, INC. 


ALL CLAIMS REGARDING THIS'ORDER MUST BE REPORTED TO SELLER PROMPTLY. CLAIMS FOR CREDIT OR REPLACEMENT OF PARTS MAY BE LIMITED TO THOSE PARTS FOR WHICH 
TRACEBILITY HAS BEEN MAINTAINED BY THE BUYER. THE SELLER'S MANUFACTURING LOT IDENTIFICATION NUMBER AND RETURN MERCHANDISE AUTHORIZATION (АМА) NUMBER MUST 
CTUALLY SHIPPED AND/OR DELIVERED UNDER THESE 


ACCOMPANY ALL RETURNS. ANY CLAIM BASED ON AN ALLEDGED DISCREPANCY IN QUANTITY, QUALITY, ETC. BETWEEN THE GOODS A 
DOCUMENTS AND THE DESCRIPTION THEREOF IN THESE DOCUMENTS, MUST BE MADE IN WRITING TO SELLER NOT LATER THAN NINETY (30) DAYS AFTER THE SHIPPING DATE APPEARING 


HEREON. 


OMER' ОР 


mer mau KLX Page: 1 of 1 
2 s 


P.O. Box 025263, Miami, FL 33102-5263 * Tel: 305.925.2600 + Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 • SITA: MIAMMCR 
www.KLXaerospace.com 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


LNE# QUANTITY U/M PART-NUMBER CUST ВЕР# LOT-NUMBER 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
as the representation made to us by the manufacturers of the items subject of such purchase 
order, we hereby certify that such items are in conformity with all current governmental 

and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


MANUFACTURER CCODE Eff Date EXP DATE 


25 


16 EA М520819-100 4858 


INLAND MACHINE 6W617 


04/07/16 


Senior Director, Global Quality 


Inv # 04/07/16 


m 


Form 67 Rev 1.0 


i 


е weer roana Де 


RR 
1 — 


QU Е А 


PLEASE REMIT То: 


Р.О. ВОХ 908 
RANCHO CUCAMONGA, CA 91727 `` 
MACHINE COMPANY "me 


10762 EDISON COURT 
RANCHO CUCAMONGA CA 91730 | 


ПАТЕ: 08/09/02 “# OF OF ITEMS: PAGE: 1 


| 
INLAND — x 


Алле l 


| : 
I} rNVOICBN: 29240 INVOICE 
i сое ныны суў клонун trece —e 
| SOLD то: ‘SHEP TO: - 
HONEYWELL TRISTAR AEROSPACE, INC, HONEYWELL TRISTAR AEROSPACE, INC. 
C/O HONEYWELL GLOBAL BUSINESS SERVS 700 MENRIBTTA CRSEK RD. 
Р.О. BOX 22337 ROANOKE, TX. 76262 


TEMPE, А2. 85285-2337, | 


,PAT HENDERSON | 


ORDER DATE: 08/27/02 
SHIP DATE: 09/02/02 SHIP VIA: [ues YOUR PO#: 307126 
OUR ARF #: 307126 KELLY MICENA 

CUSTOMER #: ТЗА1 

CUST? PHONE: 


ITEM PN#/DESCRIPTION 


т н820819-101 ` | 
| SLZEVE REV.G w 13234 15180 ЖА 
NOTES: ABCHPUV 
MEG C of C 
Јов» 4858 HEAT # ыра 


ae ie PLETE * * ж. 


— CE EEUU EE 
SPRCIAL INSTRUCTIONS: 


UDGERTIFY THAT ALL ARTES 
NENS TO AL APPLICABLE BLUE, ENT. SPECIFICATION, | | 


2522 


” 


еген жо айу я. ШЫ wil be Бер Ç wa BU t ay pira sn dfc KA ipa aly кін spa ы) өт 
lae ipa ta муе O Aya b iy бәне ааст ara ғу at tac, | 


“KIX ~ —--7Page:ftof1———— — 


P.O. Box 025263, Miami, FL 33102-5263 + Tel: 305.925.2600 * Fax: 305.507.7191 
Plant Location: 10000 N.W. 15th Terrace, Miami, FL 33172 + SITA: MIAMMCR 
www.KLXaerospace.com 


Shipped From: 10000 NW 15 TERRACE, MIAMI, FL 33172 


Material Certification 


The items set forth on the purchase order referred to below have been visually inspected 
and the dimensions thereof have been measured by us, and based on the aforesaid, as well 
as the representation made to us by the manufacturers of the items subject of such purchase 
order, we hereby certify that such items are in conformity with all current governmental 

and manufacturer's requirements, specifications, drawings, and conform to the purchase 
order requirements. Said items are in new condition and have not been obtained from any 


U.S. Government or Military source and are traceable to KLX Aerospace Solutions. 


FIRM: DART AEROSPACE LTD 


PURCHASE ORDER#: PO31953 


LNE# QUANTITY U/M PART-NUMBER CUST REP# LOT-NUMBER MANUFACTURER CCODE Eff Date EXP DATE 


7 30 EA АМ4-45А 12976 


AIRFASCO INDUSTRIES 32958 


04/07/16 


Inv # 04/07/16 


Form 67 Rev 1.0 


| Airfasco Industries, In. ^ - TR — Packing Slip отта, 
2655 Harrigon Ave SW E Invoice #: 132391 
Canton, OH 44706 С Invoice Date: 6/18/2012 


Ph: 330-430-6190, Fax: 330-430-6199, Time: 1:09:28 PM 


Page: 1 


To: Ship To: 

B/E AEROSPACE B/E AEROSPACE 

PO BOX 025263 ONSUMABLES MANAGEMENT 
MIAMI, FL 33102 9835 NW I4TH STREET 

USA MIAMI, FL 33172 > 

Ph: 305-592-5155 Fax: 305-591-8357 PURCHAS 


Cust. PO: OJER95 Terms: CREDIT CARD Ship Via: FEDEX GROUND COShip Via Acc:0331-0149-0 
Order Date: 5/31/2012 # of Items: 1 # of Boxes: 25 Weight: 725 
Prepared By: Sales Order: 108750 Ship Log #: 1 Ship Order: 
Customer #: 12726 VAT #: Cust VAT #: Ship Date: 6/18/2012 
Buyer: FOB: ` AWB: Shipment: 


Мет |Part Number/Description | Shipped | BackOrd LH List Price | Disc | UnitPrice juom] Total Amt 


AN4-45A BOLT, AN 10000 EA 
NSN: 5306-00-271-4824 
Loc/Whse: AFC2 
Control #: 127174-1 

L-12976 

TEST REPORT 


C OF C ENCLOSED 
25 BOXES 725 LBS 

PARTS MADE IN THE U.S.A. 
THANK YOU! 


Authorized Signature: 


Form created with Quantum Control(tm) technology. Product Licensed to: Airfasco Industries, Inc. 


па; Ке ЕО 


p" / FA 4? O 2655 HARRISON AVE. SW 
4 H 4 sS CANTON, OH 44706 

_ PHONE: (330)430-6190 
A INDUSTRIES <= FAX: (330)430-6199 


ATAWUFAG TURER OF AEROSPACE PRODUGTS 


CERTIFICATE OF CONFORMANCE 


B/E AEROSPACE 


" x сансан A ы 


I Hereby Certify that on 06/01/12 Airfasco Industries provided the supplies called for by Contract/ PO 
Number 0JER95 in accordance with all applicable requirements for shipment. I further state that the 
process certifications are in conformance with the contract requirements, including specifications 
and/or drawings, physical item identification (part number) and the quantity shown on this or attached 
acceptance document. The part numbers certified below have been manufactured in the United States. 
DFAR 252.225-7014 ALT 1 compliant in fastener base raw material melt source only, with heat 
number and dountry, does not include the post cadmium metal plating. 

WM. DENT 


Quality Assurance Representative 


LOT NUMBER | QUANTITY | PART NUMBER LOT NUMBER | QUANTITY 


PART NUMBER 


2655 HARRISON AVE. SW 
4 4 САМТОМ, ОН 44706 


AEN/VDUSTHIES => ПОЗОР" 


MANUFACTURER OF AEROSPACE FRODUOYTS 


PHYSICAL AND CHEMICAL CERTIFICATION 


DATE MFG.: 11/20/06 PART NO.: АМ4-45А per NASM4-45A rev. 1 
| | 
AFC LOT NO.: 12976 QTY МЕС.: 32,172 | 


PROCUREMENT SPECIFICATION: Produced per NASM 6812 | 
| HEAT TREAT 


i 
VENDOR: Brite Metal CERTIFICATION NO.: B-134720. 


PROCUREMENT SPECIFICATION: Heat Treat per MIL-H-6875 H 
PLATING 
VENDOR: Beringer Plating CERTIFICATION NO.: 42004 


Y ТЕН ee SPECIFICATION: Cadmium Plate per QO-P-416, Type II, Class 2,Е 
боо 
К MILL: Ivaco COUNTRY OF MELT: Canada HEAT: A82639 


MATERIAL 


GRADE SPECIFICATION: Alloy Steel per, AMS6300 C, Type 4037, .275" 


ELEMENT 


Non-Destructive Magnetic Particle per ASTM-E-1444-01 
We hereby certify that the above data is correct and that the fasteners have been manufactured and 
inspected in accordance with Airfasco Industries quality requirements. 


Airfasco Industries 
Quality Assurance Representative: 
Wm. Dent 


AIRFASCO INDUSTRIES QUALITY CONTROL FORM 1011B 


Kumunana. 


